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, Ohio, pictured above is the head- 


quarters for our Eleventh Annual Convention. 


The Hotel Statler in Cleveland 


Eleventh Annual Convention 


An invitation from our Cleveland Section to hold the Eleventh 
Annual Convention of the Institute in that city was accepted by our 
Board of Directors and scheduled for May 11, 12, and 13, with head- 
quarters at the Hotel Statler. Cleveland is centrally located in regard 
to the geographical distribution of Institute members in this country 
and Canada and is an overnight trip for most of those who will attend. 

Located on the southern shore of Lake Erie, it has become a leading 
iron and steel center. Its ore is delivered by lake boats which are emp- 
tied by huge unloaders capable of picking up almost a carload at a time. 
Its coal comes from the fields of Ohio and Pennsylvania and the smel- 
ters of Clevoland have a capacity of about three million tons of pig iron 
annually. Among its twenty-five hundred manufacturing plants are 
represented at least two thirds of the nation's industries. 

In 1795, what is now the public square which faces the Union 
Terminal was purchased for a dollar and seventy-six cents. The next 
year, Moses Cleaveland established his isolated trading post there 
because the site promised trading and commercial possibilities. A 
present-day price tag on the square would probably read in the order 
of twenty million dollars. 

The program for our convention includes technical’ sessions, in- 
spection trips, an exhibition, and a banquet. It has been arranged by 
the local convention committee and differs in some respects from the 
past few conventions. 

A reduction in the number of inspection trips and a lengthening of 
some of the technical sessions permits the presentation of all technical 
papers without the necessity of simultaneous meetings. This will 
avoid the necessity of choosing between papers being given at the same 
time and the confusion surrounding the free movement of members 
between two technical sessions. It is anticipated that the following pro- 
gram will be changed only to a very minor degree if at all. 

Those who can arrange to register on Sunday afternoon are urged 
to do so as this assists greatly in reducing the time required to complete 
registration on Monday morning just before the opening session. 


Sunpay, May 10 
4:00 р.м.—6:00 р.м. Registration. 


Monpay, May 11 
9:00 A.M. Registration and opening of exhibition. 


671 


The General Electric group at Nela Park. 


| 10:30 л.м.-12:30 р.м. 


10:30 a.m.-1:00 р.м. 
12:30 р.м.-2:00 P.M. 
1:00 р.м. 


2:00 р.м.-4:15 р.м. 


6:00 р.м. 


9:00 A.M. 
10:00 А.м.--12 noon 


12:30 р.м.-5:30 р.м. 


5:00 р.м. 
7:00 р.м. 


9:00 A.M. 


10:00 А.м.-12:30 р.м. 
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Official welcome and technical session. Addresses of wel- 
come by Alan Hazeltine, President of the Institute; 
R. M. Pierce, Chairman of the Cleveland Section; and 
K. J. Banfer, Chairman of the Convention Committee. ` 


Technical Session— Ballroom 

"High Speed Motion Pictures of Mercury-Vapor Tube 
Operation,” by H. W. Lord, General Electric Company, 
Schenectady, N.Y. 

“Radio Transmission Anomalies,” by J. H. Dellinger, 
S. S. Kirby, and N. Smith, National Bureau of Standards, 
Washington, D.C. 

“Recent Investigations of the Ionosphere", by 8. S. Kirby 
and N. Smith, National Bureau of Standards, Washing- 
ton, D. C. 


Ladies meet in Parlor 1. 

Luncheon and inspection of exhibits. 

Trip No. 1. Ladies luncheon and visit to the Higbee De- 
partment Store and WHK Studios. 

Technical Session—Ballroom 

“Ultra-High-Frequency High Power Transmitter Using 
Short Transmission Lines, ? by John Evans, RCA Manu- 
facturing Company, RCA Victor Division, Camden, N.J. 
“A Modern Two-Way Radio System,” by Stewart Becker 
and L. M. Leeds, General Electric Company, Schenec- 
tady, N.Y. 

“A Multitube Ultra-High-Frequency Oscillator,” by P. 
D. Zottu, RCA Manufacturing Company, RCA Radio- 
tron Division, Harrison, N.J. 

Close of registration and exhibition. 


Tunspay, May 12 
Registration and opening of exhibition. 
Technical Session—Ballroom 
“The Effect of Automatic Volume Control Upon the 
Measurement of Selectivity of Radio Receivers,” by 
D. S. Bond, RCA Manufacturing Company, RCA Victor 
Division, Camden, N.J. x 
“Automatic Tuning—Simplified Circuits and Design 
Practice," by D. E. Foster and 5. W. Seeley, RCA License 
Laboratory, New York, N.Y. 
“Aural Compensation," by C. M. Sinnett, RCA Manu- 
facturing Company, RCA Victor Division, Camden, N.J. 
Trip No. 2. General Electric Lamp Development Labora- 
tories. 
Close of registration and exhibition. 
Annual banquet and entertainment— Ballroom. 


WapNESDAY, May 13 
Registration and opening of exhibition. 
Technical Session— Ballroom 


Dry-disk photocell quadrant reflectometer. 


Distribution analyzer for lighting units. 


12:30 p.m.—2:00 р.м. 
2:00 р.м.-4:80 р.м. 


3:00 P.M. 
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“A New High Efficiency Power Amplifier for Modulated 
Waves,” by W. H. Doherty, Bell Telephone Laboratories 
New York, N.Y. 

“Simplified Methods for Computing Performance of 
Transmitting Tubes,” by W. G. Wagener, RCA Manu- 
facturing Company, RCA Radiotron Division, Harrison, 
NJ. 

“The ‘Shunt Excited’ Antenna," by J. F. Morrison and 
P. H. Smith, Bell Telephone Laboratories, New York, 
N.Y. 

“Some Notes on Amplifier Transients,” by C. W. Carna- 
han, Hygrade Sylvania Corporation, Salem, Mass. ` 


Luncheon and inspection of exhibits. 


Technical Session—Ballroom 

«Electron Optics of Television Cathode-Ray Tubes,” by 
D. W. Epstein, RCA Manufacturing Company, RCA 
Victor Division, Camden, N.J. 

“A Cathode-Ray Time Axis for High Frequency,” by 
L. M. Leeds, General Electric Company, Schenectady, 
N.Y. 

“Application of Conventional Vacuum Tubes in Uncon- 
ventional Circuits,” by F. H. Shepard, Jr., RCA Manu- 
facturing Company, RCA Radiotron Division, Harrison, 
NJ. 

*A Study of Noise Characteristics, " by V. D. Landon, 
RCA Manufacturing Company, RCA Victor Division, 
Camden, N.J. 

“Cathode-Ray Oscillograph Applications Other than 
Radio,” by H. J. Schrader, RCA Manufacturing Com- 
pany, RCA Victor Division, Camden, N.J. 

“A Potentiometric Direct-Current Amplifier and its 
Applications,” by R. W. Gilbert, Weston Electrical In- 
strument Corporation, Newark, N.J. 


Close of registration and exhibition. 


+ 


Technical Sessions 


None of the papers which are scheduled for presentation at the five 
technical sessions will be available in preprint form. While attempts 
will be made to obtain all these papers for publication in the Pro- 
cEEDINGS, it highly probable that there will be several which will not 
appear therein. There will be no duplication of the technical sessions 

| and the program is so arranged as to permit those in attendance to hear 
all papers in which they are interested. 


Sufficient time has been allotted to each paper to permits its presen- 
tation substantially in full. This should permit as active discussion of 


Analyzer for sound recording and reproducing 
optical systems. 


Dry-disk photoelectromotive-force cell integrat- 
ing photometer. 
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each paper as its contents dictate. Such discussions are of substantial 
benefit to everyone in attendance and are the prime reason for the 
oral presentation of papers. Everyone is urged to participate in these 
discussions. Summaries of all papers are given in this issue. 


Inspection Trips 
Monday, May 11—Trip No. 1 


Ladies Visit to Higbee Department Store and WHK. 


Busses will leave the hotel promptly at 1:00 p.m. for the Higbee 
Department Store where a luncheon will be served followed by an en- 
tertaining program. This program will include a style demonstration. 


Union Terminal Building housing the Higbee Store and WHK Studios. 


At its conclusion, the studios of Broadcast Station WHK will be visited. 
They are located in the Terminal Tower Puilding which houses the 
Higbee Department Store as well. This trip is made possible through 
the generosity of the Ohio Carbon Company. 


Tuesday, May 12— Trip No. 2 


General Electric Lamp Development Laboratories 


Promptly at 12:30 p.m. busses will leave the hotel for Nela Park in 
which the General Electric Company Lamp Development Laboratories 


TERRE — OO 


Photoelectric photometer for measuring the diffusion of glass. 


Hemisphere integrators for lumen distribution from flood- 
lighting projectors. 
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are located. The General Electric Company will be our hosts at a 
luncheon which will be served at 1:30 p.m. The ladies are especially 
invited to attend this trip. Special entertainment has been arranged 
for them and demonstrations will be given at the General Electric 
Institute in beautifying and adding to the comfort of the home. 

The men will visit the Engineering and Lamp Development Labo- 
ratories, the General Electric Institute, and the Division of Household 
Appliances. The tour will include lectures, demonstrations, motion 
pictures, and a dramatization of the magic of modern electrical applica- 
tion. 

Ladies’ Special Trips 


It is anticipated that many of the ladies in attendance may desire 
to take special trips which might not be suitable for or of interest to the 
entire group. Time has been provided in the schedule to permit such 


Ballroom of the IIotel Statler. 


activities and the Ladies’ Committee is prepared to provide for such 
trips and supply guides where they may be of assistance. Full informa- 
tion will be available at the ladies’ headquarters in Parlor 1. 


Exhibition 
The exhibition which has been a part of these conventions for the 
past several years will bring the latest developments in the manufac- 
turing and laboratory fields to the attention of those present. The 
booths will be distributed throughout the foyers which surround the 
meeting room. Booths will be in charge of men who are competent to 
discuss engineering aspeets of the products displayed. Ample time has 
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been provided in the program to permit a complete inspection to be 
made of all booths in which the member may be interested. 


Banquet - 


Our annual banquet will be held in the ballroom at seven o'clock on 
Tuesday evening. During it, the Institute Medal of Honor will be pre- 
sented to George A. Campbell for his contributions to the theory of 
electrical networks. The recipient of the Morris Liebmann Memorial 
Prize has not yet been announced but the award will be made at the 
banquet. A program of entertainment has been arranged and those 
who are interested in attending the banquet are urged to make early 
reservations as the seating facilities are not unlimited. 


Sections Committee Meeting 


The annual meeting of the Sections Committee will be held at 4:30 
P.M. on Monday, May 11, in Parlor K. It is the duty of each section to 
be represented at this meeting. If the chairman or secretary-treasurer 
of the section cannot be in attendance, it is advisable to designate some 
other member of the section who can attend to represent it. At this 
meeting, those problems which face all sections are discussed as are 
proposals for changes in existing methods of handling section matters. 


Reduced Railroad Rates 


Reduced railroad rates on the certificate plan have been granted and 
require the purchase of regular one-way first-class tickets for the jour- 
ney to Cleveland between May 7 and 13 for the Central and Eastern 
portions of the country. In the more remote sections such as the South- 
west and West, tickets are available as early as May 3. When purchas- 
ing tickets, a certificate for this convention should be requested and 
signed. On arrival at the convention, deposit your certificate at the 
registration desk and if and when one hundred such certificates are 
received, they will be validated and permit the purchase of a return trip 
ticket over the same route traveled in the journey to Cleveland at one- 
third of the regular first-class fare. Return tickets are good for return 
passage to reach the original starting point within thirty days in addi- 
tion to the date of sale of the going ticket. 
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SUMMARIES OF TECHNICAL PAPERS 
A MODERN TWO-WAY RADIO SYSTEM 


STEWART BECKER AND L. M. LEEDS 
(General Electric Company, Schenectady, N.Y.) 

The general problems and limitations encountered in two-way police com- 
munication are discussed. A unique receiver circuit especially adapted to the ad- 
verse conditions imposed upon this class of equipment is described in detail and 
performance eurves are shown. Several transmitters are described and their 
salient features pointed out. A new type ultra-high-frequency antenna system is 
disclosed and its general theory of operation explained. | 


THE EFFECT OF AUTOMATIC VOLUME CONTROL UPON THE 
MEASUREMENT OF SELECTIVITY OF RADIO RECEIVERS 


Donar S. Вомр 
(RCA Manufacturing Company, RCA Victor Division, Camden, N.J.) 

Several basic automatic gain control circuits are analyzed for selectivity 
measurements by the constant-signal-input and the constant-output methods. 
Tn a self-controlled system (all selectivity preceding the automatic volume con- 
trol point) “true” selectivity may be measured with no automatic volume con- 
trol or by the constant-output method. In a parallel-channel system, on the other 
hand, true selectivity can be measured directly with no automatic volume con- 
trol. The results obtained with constant-signal-input and constant-output are 
discussed, as well as the effect of adjacent-channel signal fading. Selective circuits 
and controlled-loss amplifiers may be grouped to reduce more complicated cases 
to the fundamental ones described. 


SOME NOTES ON AMPLIFIER TRANSIENTS 


C. W. CARNAHAN 
(Hygrade Sylvania Corporation, Salem, Mass.) 

Approximate methods are developed for obtaining the transient behavior of 
complex networks, such as multistage amplifiers. The indicial response of the net- 
work is approximated by a Fourier series which is the response to a periodic rec- 
tangular driving force, the period of which is made great enough for the network 
response to approach its steady value by the end of one half period. The ad- 
vantages of this method of solution in ease of computation and in correlating 
the steady-state-characteristics with the transient behavior, are pointed out. A 
method for obtaining the time constant of the networly from an analysis of its 
steady-state characteristics ig also shown. Typical television amplifiers are taken 
for examples of the use of these methods. Radio-frequency amplifiers are treated 
briefly. 

RADIO TRANSMISSION ANOMALIES 


J. H. Овіллмавн, S. S. Kirby, AND N. SMITH 
(National Bureau of Standards, Washington, D.C.) 

Two types of interruptions in high-frequency radio transmission have re- 
cently been observed. One type, a sudden and short-time interruption of the in- 
termediate high-frequency transmission over the daylight side of the globe, is 
caused apparently by a temporary excessive absorption in the lower ionosphere. 
Evidence indicates that an eruptive prominence appears on the sun at the time 
of each of these fade-outs. The other type of disturbance, a lowering of the maxi- 
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mum useful frequency for communication, is more protracted and is caused by - 
a decrease іп the maximum ionization density in the Ез region of the ionosphere, 
accompanied by an increase in the virtual height of this region. This type of dis- 
turbance occurs both during the day and at night, and is associated with low 
sunspot activity and severe magnetic disturbances. 

Measurements on the field strengths of various European and South Ameri- 
can broadcast stations during the last winter have shown definitely that trans- 
mission to Washington over the North Atlantic path is about five per cent as 
efficient as that over paths in the continental United States and to South America 
in the case of frequencies between 500 and 1300 kilocycles. 


A NEW HIGH EFFICIENCY POWER AMPLIFIER 
FOR MODULATED WAVES 
W. H. DOHERTY 
(Bell Telephone Laboratories, New York City) 

This paper introduces a new form of linear power amplifier for modulated 
radio-frequency waves. Plate circuit efficiencies of sixty to sixty-five per cent 
independent of modulåtion are obtained by means of the combined action of 
varying load distribution among the tubes and varying circuit impedance over 
the modulation cycle. 

The theory of operation is developed and detailed observations on the be- 
havior of tubes in the new circuit are given in the paper. The use of stabilized 
feedback in connection with this circuit is discussed and significant measurements 
on a laboratory model of a fifty-kilowatt amplifier are shown. 


ELECTRON OPTICS OF TELEVISION CATHODE-RAY TUBES 


D. W. EPSTEIN 
(RCA Manufacturing Company, RCA Victor Division, Camden, N.J.) 

The electron beam of a television cathode-ray tube is focused by means of 
an electron optical system of two coaxial cylinders. This paper presents a treat- 
ment of such a focusing system. 

Theoretical curves are presented giving the optical constants of the lenses 
equivalent to two coaxial cylinders of various diameters and at various voltages. 
The use of these optical constants in the design of cathode-ray tubes is then il- 
lustrated by means of a simple example. 

A method of measuring these optical constants is briedy described and the 
results obtained experimentally are compared with the theoretical curves. 

The approximation involved in substituting thin lenses for the actual thick 
lenses is discussed and a simple method for the experimenta] determination of 
the location and focal lengths of the thin lens is given. 

It is then shown that in a well-designed and well-constructed tube, spherical 
aberration is the only aberration damaging the spot size. The effect, of spherical 
aberration on the spot size is then described and the amount of spherical aberra- ` 
tion present in electrostatic lenses due to two cylinders is given. 


ULTRA-HIGH-FREQUENCY HIGH POWER TRANSMITTER 
USING SHORT TRANSMISSION LINES 


Јонх Evans 
(RCA Manufacturing Company, RCA Victor Division, Camden, N.J.) 
In this paper is discussed an ultra-high-frequency transmitter in the fre- 
quency range of forty to sixty megacycles with a final amplifier using AW-200 


vacuum tubes, having a useful power output of approximately forty kilowatts 
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for the class C condition of operation. The frequency stability is in the order 


. of 0.001 per cent for changes of anode voltage of twenty per cent and for changes 


of ambient of positive forty degrees centigrade and for filament voltage variations 
of five per cent without recourse to the use of piezoelectric devices. The stabiliz- 
ing of frequency is accomplished by the use of refined circuits involving short 
transmission lines. The circuits of the intermediate amplifier stages also comprise 
transmission lines. Mention is also made of methods used to prevent the genera- 
tion of spurious oscillations in the oscillator particularly and amplifier circuits. 
Also discussed is the method used for providing phase stabilizing of the oscilla- 
tor by using degenerative phasing means common to the oscillator's associated 
circuits. The oscillator for simplicity is of the single ended type, necessitating a 
special method of coupling to the intermediate amplifier, which is also described. 
Variation of the quantity Q against oscillator loading is mentioned. This research 
and development was conceived and completed in order to determine what could 
be accomplished by using existing, commercially available tubes. A method of 
providing a source of constant frequency for measurement purposes surpassing 
that of piezoelectric crystals is also described. { 


AUTOMATIC TUNING—SIMPLIFIED CIRCUITS 
AND DESIGN PRACTICE 


D. E. Ёовтв Амр S. W. SEELEY 
(RCA License Laboratory, New York, N.Y.) ` 


Within the last twelve months automatic tuning control circuits have been 
much simplified. The principles underlying automatic frequency control of the 
oscillator in superheterodyne receivers have been outlined in previous papers 
given before the I. R.E. This paper deals with simplification and improvements in 
operation of frequency control circuits and their application to automatic (elec- 
tronic) tuning control. 

A new type of “discriminator” which differentiates between mis-tuned sig- 
nals on the high-frequency side of resonance and those on the low-frequency side 
is described and its operation demonstrated by means of a visual frequency indi- 
cator. 

The operation of the discriminator is such that it may be used to supply 
audio-frequency components corresponding to the amplitude modulations of the 
received carrier wave and automatic volume control potentials as well as the con- 
trol voltage for the frequency control circuits. This multifunction is described 
and illustrated. 

Alternative circuit connections to improve the Gompromise between dis- 
criminator sensitivity, audio fidelity, and selectivity are explained and illustrated. 

The use of vacuum tubes in such manner that they act as reactive compo- 
nents and the manner in which their apparent reactive impedance may be con- 
trolled by varying the tube parameters is demonstrated. 

The action of a complete receiver embodying automatic (electronic) tuning 
control in overcoming mis-tuning and oscillator frequency drift will be demon- 
strated. 

A POTENTIOMETRIC DIRECT-CURRENT AMPLIFIER 
AND ITS APPLICATIONS 


R. W. GILBERT 


(Weston Electrical Instrument Corporation, Newark, N.J.) 


This instrument presents a method of direct-current amplification wherein 
the output is maintained in a null potentiometric relationship to the input by 
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means of an electronic balancing mechanism. In this way complete independence 
from the effects of the nonlinear and variable electronic devices upon stability 
and calibration is obtained. 

A speed greater than that of most indicating instruments is attained, and 
operation of the null galvanometer under ideal conditions allows a high degree of 
sensitivity. The instrument is operated entirely from service power, and is ca- 
pable of driving high speed recorders, rugged indicating instruments, relays, ete., 
calibrated in terms of an input normally far below the range of such devices. 


RECENT INVESTIGATIONS OF THE IONOSPHERE 


5. S. Кіһвү anp N. SMITH 
(National Bureau of Standards, Washington, D.C.) 


Virtual heights and critical frequencies of the ionosphere have been measured 
one or more days each week at Washington principally at frequencies above 
1500 kilocycles. Monthly averages of hourly values of virtual heights and critical 
frequencies are plotted to show the average diurnal variation for each month 
from November, 1934, to date. Annual and long-time variations are shown for 
certain hours of the day. In general during the summer day the critical frequency 
of the F: region is low and its virtual height high while during the summer eve- 
ning and the winter day the opposite is true. Results over several years indieate 
that the critical frequency is increasing with the advance of the eleven-year 
sunspot cycle. Correlations with short-time sunspot cycles are also shown. 


A STUDY OF NOISE CHARACTERISTICS 


V. D. LANDON 
(RCA Manufacturing Company, RCA Victor Division, Camden, N.J.) 


It is well known that when smooth noise, such as hiss, is passed through, or 
generated in, a radio-frequency amplifier, the root-mean-square output is pro- 
portional to the square root of the frequency band width. Experiments are de- 
scribed which show that the peak value of the hiss is also proportional to the 
square root of band width. The crest factor (defined as the ratio of the amplitudes 
of the highest peaks to the root-mean-square value) was found to be equal to 
3.4 and independent of band width. 

When the noise is due to impulse excitation (with decay trains not over- 
lapping) the result is quite different. The root-mean-square amplitude is still 
proportional to the square root of frequency band passed. However, the peak 
amplitudes are directly proportional to the first power of the frequency band. 
This result is verified mathematically and experimentally. 


A CATHODE-RAY TIME AXIS FOR HIGH FREQUENCY 


Latrence M. LEEDS 
(General Electric Company, Schenectady, N.Y.) 


A periodically recurrent high-frequency time axis generator with return 
trace removal is described. The theoretical nonlinearity is less than one per cent. 
The apparatus is capable of tracing out one cycle of a thirty-megacycle wave. 
The wave form of a conventional high-frequency oscillator is altered by means of 
d sweep voltage wave. Return 
trace removal is accomplished by biasing the control grid of the cathode-ray 
tube to cutoff over the return trace portion of the sweep cycle. 
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HIGH SPEED MOTION PICTURES OF MERCURY- 
VAPOR TUBE OPERATION 


H. W. Lorp 
(General Electric Company, Schenectady, N.Y.) 


These motion pictures were taken with a high speed camera and are of the 
are spot in mercury-vapor tubes. Taken under conditions of overload and arc- 
back, they show some little suspected phenomenon in connection with the mo- 
tion of the cathode spot over the surface of the mercury. 


THE “SHUNT EXCITED” ANTENNA 


J. F. Morrison AND P. H. SurTH 
(Bell Telephone Laboratories, New York City) 


The paper describes a novel arrangement for operating the vertical radiator 
type of broadcast antenna with the base grounded. Construction economy results 
through the elimination of the base insulator, the tower lighting chokes and the 
usual lightning protective devices. The coupling apparatus at the antenna end of 
the transmission line is reduced to an extent which may make unnecessary à 
separate building for its protection. Greater freedom from interruptions result- 
ing from static charges is expected. 'The performance of the design is substan- 
tially the same as that obtained from the antennas now in general use. 

The paper describes experimental work done and results obtained and in- 
ferences to be drawn from them. A mathematical appendix is attached. 


CATHODE-RAY OSCILLOGRAPH APPLICA- 
TIONS OTHER THAN RADIO 


H. J. SCHRADER 
(RCA Manufacturing Company, RCA Victor Division, Camden, N.J.) 


Using a cathode-ray oscilloscope and properly designed transducers it was 
found possible to simplify many measurements previously solved by purely 
mechanical testing equipment. 

The oscillograph used in the solution bf these measurement problems con- 
sists of a cathode-ray tube, a horizontal and a vertical amplifier, each with a 
wide frequency range, and a saw-tooth timing oscillator. 

A piezoelectric transducer is used for the conversion of mechanical vibra- 
tions into electrical pulses which may than be applied to the oscillograph and 
their amplitude and frequency measured. i 

Alternators of a very.simple design are employed in the measurement of 
torque and torsional vibration. The phase relationship of the output voltage of 
the two alternators is a measure of the twist of a power transmitting shaft and 
the rate of variation of the sum of these two voltages is a measure of any tor- 
sional vibration present. 

A piezoelectric transducer is employed for the conversion of a pressure wave 
into à varying voltage and this voltage, after being amplified, causes a vertical 


deflection of the cathode-ray tube proportional to pressure. By means of a simple 


alternator and a contactor, both contained in one unit, and mechanically con- 
nected to the compressor or internal combustion engine it is possible to syn- 
chronize the pressure wave pictured on the tube screen and indicate *top dead 
center" or other wanted crank position. 
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APPLICATION OF CONVENTIONAL VACUUM TUBES 
IN UNCONVENTIONAL CIRCUITS 


F. H. SHEPARD, Jn. 
(RCA Manufacturing Company, RCA Radiotron Division, Harrison, N.J.) 

This paper describes some out-of-the-ordinary yet simple and interesting 
vacuum tube applications. It illustrates how conventional vacuum tubes can 
be used in circuits which impose unusual requirements for grid current, noise, 
and life. Analysis of circuit requirements and knowledge of tube performance 
characteristics frequently make possible adjustment of operating conditions to 
give the desired results. The following demonstrations indicate the practicability 
of this procedure. They are also used to illustrate simple and logical methods of 
analyzing circuit operation. 

(1) A two-stage photo amplifier relay circuit operating directly on the alter- 
nating-current line and using only two resistors and three condensors as circuit 
parts. 

(2) A sensitive photo amplifier circuit using a pentode as a load resistor for 
the phototube, a standard tube asa relay, and a sensitive electrometer tube feed- 
ing a low priced indicating instrument. 

(3) A simple vacuum tube circuit in which standard unselected tubes can 
be used to multiply currents in the order of 10-2 amperes by a definite factor 
(fixed by the circuit elements and not by the tube) to such values as can be easily 
read on an insensitive milliameter. 

(£4) A simple capacity-operated relay working on the alternating-current 
line using metal tubes and only a few inexpensive circuit parts. 


AURAL COMPENSATION 


C. M. SINNETT 
(RCA Manufacturing Company, RCA Victor Division, Camden, N.J.) 


In sound reproduction two factors contribute greatly to pleasing tone qual- 
ity: aural compensation and volume expansion. The former recognizes the change 
in characteristic of the human car at different volume levels and properly adjusts 
the low- and high-frequency balance to compensate. Volume expansion provides 
a means of restoring the dynamic range of symphonic music which has been 
compressed by monitoring so that it can be transmitted over a broadcast station 
or recorded on a phonograph record. 

The audio discriminator is a laboratory tool for use with the above in deter- 
mining the desired acoustic balance. This device by means of variable-gain band 
filters permits raising or lowering the response of different frequency bands over 
a range from thirty to 9000 cycles. Peaked, flat, or depressed response may be 
obtained at practieally any point in the frequency scale. Asa result, the electrical 
fidelity curve necessary to give this performance in the final instrument can be 
determined much quicker and more accurately than by ordinary cut-and-try 
methods. 


SIMPLIFIED METHODS FOR COMPUTING PERFORMANCE 
OF TRANSMITTING TUBES 
W. G. WAGENER 
(RCA Manufacturing Company, RCA Radiotron Division, Harrison, N.J.) 
Simplified methods are given for quickly computing with reasonable accu- 
racy the performance of transmitting tubes in the usual radio-frequency and audio- 
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frequency applications. More exact methods making full use of tube character- 
istic curves are also indicated. 

The simplified methods are illustrated by calculations on a standard tube. 
These sample calculations covering the class C radio-frequency power amplifier, 
both telegraphy and plate modulated telephony, the class B radio-frequency 
linear power amplifier, the grid modulated radio-frequency power amplifier, and 
the class B nudio-frequency power amplifier demonstrate the inherent capability 
of any tube in power amplifier service. 


A MULTITUBE ULTRA-HIGH-FREQUENCY OSCILLATOR 


P. D. Zorru 
(RCA Manufacturing Company, Radiotron Division, Harrison, NJ.) 

Two or more independent oscillators of approximately the same frequency 
are coupled to a common low-loss, quarter-wave concentric line circuit. The re- 
action between the low-loss circuit and the oscillators is such as to pull the oscil- 
lators into step. Using six type-834 tubes with 400 volts on the plates, a total 
output of fifty-four watts was obtained with an efficiency of twenty per cent, the 
operating wavelength being 120 centimeters. This efficiency is the same as that 
obtained from two type-834 tubes operating in the conventional push-pull ar- 
rangement at the same wave length. The system appears capable of considerable 
extension. 
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TECHNICAL PAPERS 


A METHOD OF REDUCING DISTURBANCES IN 
RADIO SIGNALING BY A SYSTEM OF 
FREQUENCY MODULATION* 


Bv 


Epwi Н. ARMSTRONG 
(Department of Electrical Engineering, Columbia University, New York City) 


Summary—A new methed of reducing the effects of all kinds of disturbances 
is described. The transmitting and receiving arrangements of the system, which makes 
use of frequency modulation, are shown in detail. The theory of the process by 
which noise reduction is obtained is discussed and an account is given of the practical 
realization of it in transmissions during the past year from the National Broad- 
casting Company’s experimental station on the Empire State Building in New York 
City to Westhampton, Long Island, and Haddonfield, New Jersey. Finally, meth- 
ods of multiplexing and the results obtained in these tests are reported. 


PART I 

T IS the purpose of this paper to describe some recent develop- 
] ments in the art of transmitting and receiving intelligence by the 

modulation of the frequency of the transmitted wave. It is the 
further purpose of the paper to describe a new method of reducing 
interference in radio signaling and to show how these developments 
may be utilized to produce a very great reduction in the effects of the 
various disturbances to which radio signaling is subject. 


HISTORICAL . 


The subject of frequency modulation is a very old one. While there 
are some vague suggestions of an earlier date, it appears to have had 
its origin shortly after the invention of the Poulsen are, when the in- 
ability to key the are in accordance with the practice of the spark 
transmitter forced a new method of modulation into existence. The ex- 
pedient of signaling (telegraphically) by altering the frequency of the 
transmitter and utilizing the selectivity of the receiver to separate 
the signaling wave from the idle wave led to the proposal to apply the 
principle to telephony. It was proposed to effect this at the transmitter 
by varying the wave length in accordance with the modulations of the 
voice, and the proposals ranged from the use of an electrostatic micro- 

* Decimal classification: R400 R430. Original manuscript received by the 


In eu January 15, 1936. Presented before New York mecting, November 6, 
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phone associatéd with the oscillating circuit to the use of an inductance 
therein whose value could be controlled by some electromagnetic 
means. At the receiver it was proposed to cause the variations in fre- 
quency of the received wave to create amplitude variations by the use 
of mistuned receiving circuits so that as the incoming variable fre- 
quency current came closer into or receded farther from the resonant | 
frequency of the receiver circuits, the amplitude of the currents therein 
would be correspondingly varied and so could be detected by the usual 
rectifying means. No practical success came from these proposals and 
amplitude modulation remained the accepted method of modulating 
the arc. The various arrangements which were tried will be found in the 
patent records of the times and subsequently in some of the leading 
textbooks.! The textbooks testify unanimously to the superiority of 
amplitude modulation. 

Some time after the introduction of the vacuum tube oscillator 
attempts were again made to modulate the frequency and again the 
verdiet of the art was rendered against the method. A new element 
however, had entered into the objective of the experiments. The quan- 
titative relation between the width of the band of frequencies required 
in amplitude modulation and the frequeney of the modulating current 
being now vell understood, it was proposed to narrow this band by the 
use of frequeney modulation in which the deviation of the frequency 
was to be held below some low limit; for example, a fraction of the 
highest frequeney of the modulating current. By this means an 
economy in the use of the frequency spectrum was to be obtained. The 
fallacy of this was exposed by Carson? in 1922 in the first mathematical 
treatment of the problem, wherein it was shown that the width of the 
band required was at least double the value of the highest modulating 
frequency. The subject of frequency modulation seemed forever 
closed with Carson’s final judgment, rendered after a thorough con- 
sideration of the matter, that “Consequently this method of modula- 
tion inherently distorts without any compensating advantages what- 
soever..” 

Following Carson a number of years later the subject was again 
examined in a number of mathematical treatments by writers whose 
results concerning the width of the band which was required confirmed 
those arrived at by Carson, and whose conclusions, when any were ex- 
pressed, were uniformly adverse to frequency modulation. 

! Zenneck, “Lehrbuch der drahtlosen Telegraphy,” (1912). 
Eccles, “Wireless Telegraphy and Telephony," (1916). 
; Goldsmith, *Radio Telephony," (1918). 


па otes on the theory of modulation,” Proc. 1.В.Е, vol. 10, pp. 57-82; 
February, (1922). ‚ VO ‚рр ; 
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In 1929 Roder? confirmed the results of Carson and commented 
adversely on the use of frequency modulation. 

In 1930 van der Pol! treated the subject and reduced his results 
to an excellent form for use by the engineer. He drew no conclusions 
regarding the utility of the method. 

In 1931, in a mathematical treatment of amplitude, phase, and fre- 
quency modulation, taking into account the practical aspect of the in- 
crease of efficiency at the transmitter which is possible when the fre- 
queney is modulated, Roder® concluded that the advantages gained 
over amplitude modulation at that point were lost in the receiver. 

In 1932 Andrew? compared the effectiveness of receivers for fre- 
quency modulated signals with amplitude modulated ones and arrived 
at the conclusion that with the tuned circuit method of translating the 
variations in frequency into amplitude variations, the frequency modu- 
lated signal produced less than one tenth the power of one which was 
amplitude modulated, 

While the consensus based on academic treatment of the problem 
is thus heavily against the use of frequency modulation it is to the field 
of practical application that one must go to realize the full extent of 
the difficulties peculiar to this type of signaling. 


PnoBLEMS INVOLVED 


The conditions which must be fulfilled to place a frequency modula- 
tion system upon a comparative basis with an amplitude modulated 
one are the following: 

1. It is essential that the frequency deviation shall be about a fixed 
point. That is, during modulation there shall be a symmetrical change 
in frequency with respect to this point and over periods of time there 
shall be no drift from it. 

2. The frequency deviation of the transmitted wave should be in- 
dependent of the frequeney of the modulating current and directly 
proportional to the amplitude of that current. + 

3. The recciving system must have such characteristics that it re- 
sponds only to changes in frequency and that for the maximum change 
of frequency at the transmitter (full modulation) the selective character- 
istic of the system responsive tofrequency changes shall be such that sub- 
stantially complete modulation of the current therein will be produced. 

з “Ueber Frequenzmodulation,” Telefunken-Zeitung no. 53, p. 48, (1929). . 
по modulation,” Proc. ILR.E., vol. 18, pp. 1194-1205; July, 

* “Amplitude, phase, and frequency modulation,” Proc. I.R.E., vol. 19, pp. 
2145-2176; December, (1931). 


* “The reception of frequency modulated radio signals,” Proc. LR.B., 
vol. 20, pp. 835-840; May, (1932). 
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4. The amplitude of the rectifed or detected current should be 
directly proportional to the change in frequency of the transmitted i. 
wave and independent of the rate of change thereof. 

5. All the foregoing operations should be carried out by the use of | 
aperiodic means. 


Tuer TRANSMITTING SYSTEM 


An extensive experience with the various known methods of modu- 
lating the frequency convinced the writer as indeed it would anyone 
who has tried to work with this method of modulation at a high fre- 
quency that some new system must be evolved. During the course of 
this work there was evolved a method which, it is believed, is a com- 
plete solution of the transmitter problem. It consists in employing the 
modulating current to shift the phase of a current derived from a 
source of fixed phase and frequency by an amount which is directly 
proportional to the amplitude of the modulating current and inversely 
proportional to its frequency. The resulting phase shift is then put 
through a sufficient number of frequency multiplications to insure 100 
per cent modulation for the highest frequency of the modulating cur- 
rent. By keeping the initia] phase shift below thirty degrees sub- 
stantial linearity can be obtained. 

The means employed to produce the phase shift consisted of a 
source of fixed frequency, a balanced modulator excited by this source, 
and arrangements for selecting the side frequencies from the modula- 


modulated currents takes place are that at the moment the upper and 
lower side frequencies produced by the balanced modulator are in 
phase with each other, the phase of the current of the master oscillator 
frequency with which they are combined shall differ therefrom by 


The schematic and diagrammatic arrangements of the circuits may 
be visualized by reference to Figs. 1 and 2, and their operation under- 
stood from the following explanation. The master oscillator shown in 
these diagrams may be of the order of fifty to one hundred thousand or 


anced modulator. The plate circuits of the modulator tubes are made 
nonreactive for the frequency applied to their grids by balancing out 
the reactance of the transformer primaries as shown. The plate cur- 
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rents are therefore in phase with the electromotive force applied to the 
grid. The succeeding amplifier is coupled to the output transformer by 
a coil whose natural period is high compared to the frequency of the 
master oscillator and the clectromotive force applied to the grid of this 
amplifier when the modulator tubes are unbalanced by a modulating 
voltage applied to the screen grids is therefore shifted in phase ninety 
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degrees (or 270 degrees) with respect to the phase of the electromotive 
force applied to the grids of the balanced modulators. Hence it follows 
that the phase of the currents existing in the plate circuit of the ampli- 
fier of the output of the balanced modulator (at the peak of the modu- 
lation voltage) is either ninety degrees or 270 degrees apart from the 
phase of the current existing in the plate circuit of the amplifier of the 
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unmodulated master oscillator current. Therefore the voltages which 
they develop across the common resistance load will be ninety degrees 
apart. 

The resulting effect on the phase of the voltage developed across the 
resistance in the plate circuits of these two amplifiers when modulation 
is applied, compared to the phase of the voltage which would exist 
there in the absenee of modulation will appear from Fig. 3. It will be 
observed from the vector diagrams that the phase of the voltage across 
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the common resistance load is alternately advanced and retarded by | 
the combination of the modulated and unmodulated components and 
that the maximum phase shift is given by an angle whose tangent is 
the sum of the peak values of the two side frequencies divided by the 
peak value of the unmodulated component. By keeping this angle 
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sufficiently small (not greater than thirty degrees) it may be made 
substantially proportional to the amplitude of the two side frequencies 
and hence to the amplitude of the initial modulating current.? It will 
be observed that if the angle through which the phase is shifted be the 
same for all frequencies of modulation then the rate of increase or de- 


Fig. 4 


crease of the angle will be proportional to the frequency of modulation 
and hence the deviation in frequency of the transmitted wave will be 
proportional to the frequency of the modulating current. In order to 
insure a frequency deviation which is independent of the modulation 


7 For the large angular displacements there will be an appreciable change in 
amplitude of the combined currents at double the frequency of the modulating 
current. This variation in amplitude is not of primary importance and is re- 
moved subsequently by a limiting process. 
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frequency it is necessary that, for a constant impressed modulating 
electromotive force, the angle through which the phase is shifted 
be made inversely proportional to the frequency of the modulating 
current. This is aecomplished by making the amplification of the in- 
put amplifier inversely proportional’ to frequency by means of the cor- 
rection network shown in Fig. 4. The network consists of a high re- 
sistance in series with a capacity whose impedence for the lowest fre- 
quency of modulation is relatively small with respect to the series re- 
sistance. The voltage developed across the capacity which excites the 
succeeding amplifier stage is therefore inversely proportional to fre- 
quency and hence it follows that the angle through which the current 
is advanced or retarded becomes directly proportional to the ampli- 
tude of the modulating current and inversely proportional to its fre- 


.quency. The resulting phase shift must be multiplied a great many 


times before a frequency modulated current which can be usefully em- 
ployed is produced. This will be clear from an examination of the re- 
quirements of a circuit over which it is desired to transmit a frequency 
range from thirty to 10,000 cycles. Since the lowest frequency is limited 
to a phase shift of thirty degrees it follows that for 10,000 cycles the 
phase shift will be but 0.09 degree. The minimum phase shift for 100 
per cent modulation of the transmitted wave is roughly forty-five de- 
grees. A frequency multiplication of 500 times is required, therefore, to 
produce a wave which is fully modulated? and capable of being effec- 
tively handled by the receiver in the presence of disturbing currents. 
Under ordinary conditions this multiplication of frequency can be 
realized without loss of linearity by a series of doublers and triplers 
operated at saturation provided the correct linkage circuits between 
the tubes are employed. Where however the wide band frequency 
swing which will be described subsequently in this paper is employed 
unexpected difficulties arise. These also will be dealt with subsequently. 
From the foregoing description it will be seen that this method of 
obtaining frequency modulation consists in producing initially phase 
modulation in which the phase shift is inversely proportional to the 
frequency of modulation and converting the phase modulated current 
into a frequency modulated one by successive multiplications of the 
phase shift. The frequency stability, of course, is the stability attain- 
able by a crystal controlled oscillator and the symmetry of the devia- 
tion may be made substantially perfect by compensating such asym- 
metrical action in the system as may occur. With the method of phase 


* One in which the side frequencies are sufficiently large with respect to the 
carrier to make it possible to produce at the receiver 100 per cent, modulation 
in amplitude, without the use of expedients which affect, unfavorably the signal- 
to-noise ratio. 


696 Armstrong: Frequency Modulation—Noise Reduction 


shifting shown in Fig. 2 there is an asymmetry which is of importance 
when the frequency of modulation is high compared to the master 
oscillator frequency. It occurs in the plate transformer of the balanced 
modulator. The plate circuits of these tubes are substantially aperiodic 
and consequently the amplitudes of the upper and lower side fre- 


quencies are approximately equal and from this it follows that the . | 


electromotive forces induced in the secondary are directly propor- 
tional to the values of these frequencies. Where the master oscillator 
frequency is 50,000 cycles and a frequency of modulation of 10,000 
cycles is applied, the upper side frequency may be fifty per cent greater 
than the lower. This inequality may be compensated by a resistance- 
capacity network introduced subsequent to the point at which the 
combination of carrier and side frequencies is effected but prior to any 
point at which loss of linearity of amplitude occurs. The level in the 
amplifiers ahead of the compensating network must be kept sufficiently 
low so that the operation of the system is linear. After the side fre- 
quencies are equalized amplitude linearity ceases to be of importance. 

The performance of transmitters operating on this principle has 
been in complete accord with expectations. While the arrangements 
may seem complex and require a large amount of apparatus the com- 
plexity is merely that of design, not of operation. The complete ar- 
rangement, up to the last few multiplifier stages may be carried out 
most effectively with receiving type tubes, these last multiplier stages 
consisting of power type pentodes for raising the level to that neces- 
sary to excite the usual power amplifiers. 


TEHE RECEIVING System 


The most difficult operation in the receiving system is the transla- 
tion of the changes in the frequency of the received signal into a 
current which is a reproduction of the original modulating current. 
This is particularly true in the case of the transmission of high fidelity 
broadcasting. It is, of course, essential that the translation be made 
linearly to prevent the generation of harmonics but it must also be 
accomplished in such a manner that the signaling current is not placed 
at a disadvantage with respect to the various types of disturbances to 
which radio reception is subject. In the particular type of translation 
developed for this purpose which employs the method of causing the 
changes in frequency to effect changes in amplitude which are then 
rectified by linear detectors, it is essential that for the maximum devia- 
tion of the transmitted frequency there shall be a substantial amplitude 
modulation of the received wave. At first sight it might appear that 
100 per cent or complete modulation would be the ideal, but there are 
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objections to approaching this limit too closely. It will, however, be 
elear that where the translation is such that only a few per cent 
amplitude modulation results from the maximum deviation of the fre- 
quency of the transmitted wave the receiver is hopelessly handicapped 
with respect to amplitude disturbances. This is true because even when 
the level of the voltage applied to the conversion system is kept con- 
stant by a current limiting device or automatic volume control there 
still remains those intervals wherein the incoming disturbances arrive 
in the proper phase to neutralize the signaling current in the detector, 
effecting thereby substantially complete modulation of the rectified 
current or the intervals wherein the disturbing currents themselves 
effect greater amplitude changes than the signal itself by cross modula- 
tion of its frequency. 
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An arrangement in which linear conversion can be effected without 
handicapping the system with respect to amplitude disturbances is 
illustrated diagrammatically in Fig. 5. Two branch circuits each con- 
taining resistance, capacity, and inductance in series as shown are con- 
nected to the intermediate-frequency amplifier of a superheterodyne 
at some suitable frequency. One capacity and inductance combination 
is made nonreactive for one extreme of the frequency band which the 
signal current traverses and the other capacity and inductance com- 
bination is made nonreactive for the other end of the band. The resist- 
ances are chosen sufficiently high to maintain the current constant over 
the frequeney range of the band; in fact, sufficiently high to make each 
branch substantially aperiodic. The reactance characteristics taken 
across cach capacity and inductance combination will be as illustrated 
in Fig. 6 by curves A and B. Since the resistances in series with the 
reactance combinations are sufficient to keep the current constant 
throughout the frequency band it follows that the voltages developed 
across cach of the two combinations will be proportional to their re- 
actances as is illustrated in curves A’ and B’. The two voltages are 
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applied respectively to the two equal aperiodic amplifiers, each of 
which is connected to a linear rectifier. The rectifiers are in series with 
equal output transformers whose secondaries are so poled that changes 
in the rectifier currents resulting from a change in the frequency of the 
received signal produce additive electromotive forces in their second- 
aries. Since amplifiers and rectifiers are linear the output currents will 
follow the amplitude variations created by the action of the capacity- 
inductance combinations. While the variation in reactance is not 
linear with respect to the change of frequency, particularly where the 
width of the band is a substantial percentage of the frequency at 
which the operation takes place, as a practical matter, by the proper 
choice of values together with shunts of high resistance or reactance 


| Reactance + 


voltage 


A o fe. Frequency 


Fig. 6 


these characteristics may be rendered sufficiently straight within the 
working range to meet the severest requirements of high fidelity broad- 
casting. The operation of the system is aperiodic and capable of effect- 
ing 100 per cent modulation if desired, this last depending on the 
separation of the two nonreactive points with respect to the frequency 
swing. Generally the setting of the nonreactive frequency points should 
be somewhat beyond the range through which the frequency is swung. 

There is shown in Fig. 7 an alternative arrangement of deriving 
the signal from the changes in frequency of the received wave which 
has certain advantages of symmetry over the method just described. 
In this arrangement a single capacity-inductance combination with the 
nonreactive point in the center of the frequency band is used and the 
rectifiers are polarized by a current of constant am plitude derived from 
the received current. In this way, by properly phasing the polarizing 


current, which is in effect a synchronous heterodyne, differential recti- 
fying action can be obtained. In Fig. 7 the amplified output of the 
receiver is applied across the single series circuit consisting of resistance 
R, capacity C, and inductance L. The reactance of C and L are equal 
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for the mid-frequency point of the band and the reactance curve is 
as illustrated in A of Fig. 8. At frequencies above the nonreactive 
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differs, therefore, by 180 degrees above and below the nonreactive 
point. Since the current through the circuit is maintained constant over 
the working range by the resistance R and since the resistance of the 
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capacity C and inductance L may be made very low the electromotive 
force developed across C and L is of the form shown in curve B. This 
curve likewise represents the variation in voltage with variation in fre- 
quency which is applied to the grids of the amplifiers and eventually 
to the two rectifiers D; and De. 

The heterodyning or polarizing voltage is obtained by taking the 
drop across the resistance №, amplifying it, changing its phase through 
ninety degrees and applying the amplified voltage to the screen grids 
of the amplifiers in opposite phase. The characteristic of this amplify- 
ing and phase changing system must be flat over the working range. 
Under these conditions the signaling and heterodyning voltages are 
exactly in phase in one rectifier and 180 degrees out of phase in the 
other, and hence for a variable signaling frequency the rectifying char- 
acteristics are as shown in curves C and D the detector outputs being 
cumulatively combined for frequency changes. Adjustment of the rela- 
tive amplitudes of the signaling and polarizing voltages in the rectifier 
controls the degree of amplitude modulation produced from 100 per cent 
down to any desired value. 

PART II 


With the foregoing description of the instrumentalities for trans- 
mitting and receiving frequency modulated waves it is now in order 
to consider the main object of the paper; the method of reducing dis- 
turbances and the practical results obtained by its usc. 


Метнор or Repucine DISTURBANCES 


The basis of the method consists in introducing into the transmitted 
wave a characteristic which cannot be reproduced in disturbances of 
natural origin and utilizing a receiving means which is substantially not 
responsive to the currents resulting from the ordinary types of dis- 
turbances and fully responsive only to the type of wave which has the 
special characteristic. 

The method to be described utilizes a new principle in radio, signal- 
ing the application of which furnishes an interesting conflict with one 
which has been a guide in the art for many years; i.e., the belief that 
the narrower the band of transmission the better the signal-to-noise 
ratio. That principle is not of general application. In the present 
method an opposite rule applies. 

It appears that the origin of the belief that the energy of the dis- 
turbance created in a receiving system by random interference de- 
pended on the band width goes back almost to the beginning of radio. 
In the days of spark telegraphy it was observed that *loose cou- 
pling" of the conventional transmitter and receiver circuits produced 
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a “sharper wave” and that interference from lightning discharges, the 


principle “static” of those days of insensitive and nonamplifying re- 
ceivers was decreased. Further reduction in interference of this sort 
occurred when continuous-wave transmitters displaced the spark and 
when regeneration narrowed the band width of the receiving system. 
16 was observed, however, that “excessive resonance? must not be 
employed either in telegraphic or more particularly in telephonic sig- 
naling or the keying and speech would become distorted. It was con- 
cluded in a qualitative way that there was a certain “selectivity” 
which gave the best results. 

In 1925 the matter was placed on a quantitative basis by Carson? 
where in à mathematical treatment of the behavior of selective cir- 
cuits when subjected to irregular and random interference (with par- 
ticular reference to “static”), on the basis of certain assumptions, the 
proposition was established that “if the signaling system requires the 
transmission of the band of frequencies corresponding to the interval 
w— w and if the selective circuit is efficiently designed to this end, then 
the mean square interference current is proportional to the frequency 
band width (we— от) /27. 

Hazeltine! pointed out that when a detector was added to such a 
system and a carrier of greater level than the interference currents was 
present, that for aural reception only those components of the inter- 
fering current lying within audible range of the carrier frequency were 
of importance and that Carson’s theory should be su pplemented by the 
use of a factor equal to the relative sensitivity of the ear at different 
frequencies. 

With the discovery of shot effect and thermal agitation noises and 
the study of their effect on the limit of amplification quantitative rela- 
tions akin to those enunciated by Carson with respect to static were 
found to exist. | 

Johnson,!! reporting the discovery of the electromotive force due 
to thermal agitation and considering the problem of reducing the noise 
in amplifiers caused thereby, points out that for this type of disturb- 
ance the theory indicates, as in the Carson theory, that the frequency 
range of the system should be made no greater than is essential for the 
proper transmission of the applied input voltage, that where a voltage 
of constant frequency and amplitude is used one may go to extremes in 


? J. R. Carson, “Selective circuits and static interference,” Bell Sys. Tech. 
Jour., vol. 4, p. 265, (1925). 
: 1 L. A. Mazeltine, Discussion on “The shielded neutrodyne receiver," 
Proc. I. R.E., vol. 14, pp. 408, 409; June, (1926). . 


n J. B. Johnson, “Thermal agitation of electricity in conductors, Phys. Rev., 
vol. 32, no. 1, July, (1926). 
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making the system selective and thereby proportionately reducing the 
noise, but that when the applied voltage varies in frequency or ampli- 
tude the system must have a frequency range which takes care of these 
variations and the presence of a certain amount of noise must be ac- 
cepted. 

Ballantine in a classical paper discussing the random interference 


created in radio receivers by shot and thermal effects obtained a com- 


plete expression for the noise output. 

Johnson and Llewellyn," in a paper dealing generally with the 
limits to amplification, point out that in a properly designed amplifier 
the limit resides in thermal agitation in the input circuit to the ampli- 
fier, that the power of the disturbance in the output of the amplifier 
is proportional to its frequency range and that this, the only controlla- 
ble factor in the noise equation, should be no greater than is needed for 
the transmission of the signal. A similar conclusion is reached in the 
case of a detector connected to the output of a radio-frequency ampli- 
fier and supplied with a signal carrier. 

It is now of interest to consider what happens in a linear detector 
connected to the output of a wide band amplifier which amplifies 
uniformly the range from 300 to 500 kiloeycles. Assume that the 
amplification be sufficiently great to raise the voltage due to thermal 
agitation and shot effect to a point sufficient to produce straight-line 
rectification and that no signal is being received. Under these condi- 
tions the frequencies from all parts of the spectrum between 300 and 
500 kilocyeles beat together to contribute in the output of the detec- 
tor to the rough hissing tone with Which the art is familiar. The spec- 
trum of frequencies in the rectified output runs from some very low 
value which is due to adjacent componenis throughout the range 
beating with one another to the high value of 200 kilocycles caused 
by the interferences of the extremes of the band, 

It is important to note that all parts of the 300- to 500-kilocycle 
spectrum contribute to the production in the detector output of those 
frequencies with which we are particularly interested— those lving 
within the audible range. 

7 Stuart Ballantine, “Fluctuation noise in radio receivers," Proc. 1.R.E., 


vol. 18, pp. 1377-1387; August, (1930), 

* Ballantine expressed his result as follows: “In a radio receiver employing 
a square-law detector and with a carrier voltuge impressed upon the detector, 
the audio-frequeney noise, as measured by an instrument indicating the average 
value of the square of the voltage (or current), is proportional to the area under 
the curve representing the square of the over-all transimpedance (or of the 


transmission) from the radio-frequeney branch in which the disturbance origi- 
nates. to the measuring instrument asa fune I 
to the square of the carrier voltage.” 

и = j " А peo. eye $ ru 
i er B. Johnson and F. n. Llewellyn, “limits to amplification,” Trans. 
A.T.E.E., vol. 53, no. 11, November, (1934). 


tion of frequency and proportional 
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Assume now that an unmodulated signal carrier is received of, for 
example, 400 kilocycles and that its amplitude is greater than that of 
the disturbing currents. Under these circumstances an entirely new set 
of conditions arise. The presence of the 400-kilocycle current stops the 
rectification of the beats which occur between the various components 
of the spectrum within the 300- to 500-kilocycle band and forces all 
rectification to take place in conjunction with the 400-kilocycle carrier. 
Hence in the output of the rectifier there is produced a series of fre- 
quencies running from some low value up to 100 kilocycles. The lowest 
frequency is produced by those components of the spectrum which lie 
adjacent to the 400-kilocycle current, the highest by those frequen- 
сісв18:18 which lie at the extremity of the band; i.e., 300 and 500 kilo- 
cycles, respectively. 


Rectitied Output Voltage of 
1000 Cycles due fo Bears between 
350 К.С. and 35! KC. Currents 


Ratio of Peak Value of 400 К.С. Current fo Peak 
Value of Combined 350 and 351 KC. Currents 


Tig. 9 


The characteristics of the rectifiers and the magnitude of some of 
the effects involved in the above-described action may be visualized by 
reference to the succeeding figures. The actual demodulation of the 
beats occurring between adjacent frequency components by the pres- 
ence of the 400-kilocyele current is shown by the characteristic of Fig. 
9, which illustrates what, happens to the output voltage of a rectifier 
produced by beating together two equal currents of 350 and 351 kilo- 
cycles, respectively, when a 400-kilocycle current is introduced in the 
same rectifier and its amplitude progressively increased with respect 

1 It has been pointed out by Ballantine" that it is improper to speak of the 
amplitude of a single component of definite frequency and that the proper unit 
М the noise per frequency interval. This is, of course, correct, but to facilitate 
the physical conception of what occurs in this system the liberty is taken of 
referring to the noise components as though they were of continuous sine wave 
form. The behavior of the system may be checked by actually introducing from 
a local generator such components. 


'5 “Fluctuation noise in radio receivers," Proc. 1.1.1 1.1 1377- 
1387; August. (1930), ers, ioc. L. R.E., vol. 18, pp. 1377 
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to the amplitude of these two currents. The characteristic was obtained 
with the arrangement shown in Fig. 10, in which two oscillators of 350 
and 351 kilocycles produced currents of equal strength in a linear 
rectifier, this rectifier consisting of a diode in series with 10,000 ohms 
resistance. The output of the rectifier is put through a low-pass filter, 
a voltage divider, and an amplifier. The 400-kilocycle current is intro- 
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Linear voltage 
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Fig. 10 


duced into the rectifier without disturbing the voltage relations of the 
other two oscillators and the effect on the rectificd output voltage ob- 
served as the 400-kilocycle current is increased. The purpose of the 
low-pass filter is to prevent the indicating instrument from responding 
-to the 49- or 50-kilocycle currents produced by the interaction of the 
350- and 351-kilocycle currents with the current of 400 kilocycles. The 
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linearity characteristic of the rectifier is shown in F 
voltage produced by the beats between a current of сот 
and one whose amplitude is raised from equality 
the value of, the first current is plotted ag 
The linearity of the rectifier is such that 
becomes two to one no further increas 
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two currents are equal there is an efficiency of rectification of only 
about twenty per cent less than the maximum obtained. 

It is important to note here that the only frequencies in the spec- 
trum which contribute to the production of currents of audible fre- 
quency in the detector output circuit are those lying within audible 
range of the signal carrier. We may assume this range as roughly from 
390 to 410 kilocycles. The frequencies lying beyond these limits beat 
against the 400-kilocycle carrier and of course are rectified by the 
detector but the rectified currents which are produced are of fre- 
quencies which lie beyond the audible range and produce therefore no 
effect; which is apparent to the ear. It follows that if the signal carrier 
is somewhat greater in amplitude than the disturbing currents the 
signal-to-noise ratio for a receiver whose band of admittance covers 
twice the audible range will be the same as for one whose band width 
is many times that value. (There are, of course, certain second order 
effects, but they are of such minor importance that the ear cannot de- 
tect them.) The amplitude of the disturbances in the detector output, 
will vary in accordance as the components of the disturbing currents 
come into or out of phase with the signal carrier, the rectified or de- 
tector output current increasing above and decreasing below the level 
of the rectified carrier current by an amount proportional to the 
amplitude of the components of the 300-500-kilocycle band. The rea- 
sons for the independence of the signal-to-noise ratio of the band width 
under the circumstances ‘which have been described should now be 
apparent. In any event, it can be readily demonstrated experimentally. 

It is now in order to consider what happens when a current limit- 
ing device is introduced between the output of the amplifier and the 
detector input. (Assume signal level still above peak noise level.) 
Two effects will occur. One of the effects will be to suppress in the 
output circuit of the limiter all components of the disturbing currents 
which are in phase with, or opposite in phase to, the 400-kilocycle car- 
rier. The other effect will be to permit the passage ef all components of 
the disturbing currents which are in quadrature with the 400-kilocyele 
current. 

Both the above effects are brought about by a curious process 
which takes place in the limiter. Each component within the band 
creates an image lying on the opposite side of the 400-kilocycle point 
whose frequency difference from the 400-kilocycle current is equal 
to the frequency difference between that current and the original com- 
ponent. The relative phase of the original eurrent in question, the 
400-kilocycle current and the image current is that of phase modula- 
tion—that is, at the instant when the original component and its 
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image are in phase with each other, the 400-kilocycle current will be in 
quadrature with them both and at the instant that the 400-kilocycle 
current is in phase with one of these two frequencies, it will be out of 
phase with the other. 


The relation (obtained experimentally) between the amplitudes of 
the original current and the image is illustrated by the curve of Fig. 12, 
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which shows the relation between the amplitude of a 390 
rent introduced into a limiter along with the 400-kiloey 
the resulting 410-kilocycle image in terms of percenta 
the 400-kiloeycle current. It will be obvious from the curve that in the 
region which is of interest —that is, where the sidefrequencies are smaller 
than the mid-frequency—that the effect is substantially linear. 
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With the above understanding of what takes place in the current 
limiter it is now in order to consider what h 
system as illustrated in Fig. 13 
the detector. (The band-pass filter is for th 
limiter harmonies.) A rough picture of what 
considering a single component of the interfer 
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is interposed between the limiter and 
е purpose of removing 
occurs may be had by 
ence spectrum. Suppose 
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this component to be at 390 kilocycles and that by the action already 
explained it has created its image at 410 kilocycles. These two fre- 
quencies are equal in amplitude and so phased with respect to each 
other and with respect to the 400-kilocycle carrier that no amplitude 
change results. 

Assume now that the selective system has the characteristic MN 
which as shown in Fig. 14 is designed to give complete modulation 
for a ten-kilocycle deviation of frequency. Since at 390 kilocycles the 
reactance across the capacity-inductance combination is zero and at 
410 kilocycles double what it is at 400 kilocycles it follows that the 
390-kilocycle component becomes equal to zero but the ratio of the 
410-kilocycle component to the 400-kilocycle carrier is doubled; that 


500 Frequency 


1 Reactante + 
о 


Fig. 14 


is, it is twice as great as is the ratio in the circuits preceding the 
selective system. The change in amplitude, therefore, becomes pro- 
portional to OU. Therefore in combination with the 400-kilocycle 
carrier a variation in amplitude is produced which is substantially iden- 
tical with that which would be obtained were the current limiter re- 
moved and the selective system replaced by an aperiodic coupling of 
such value that the same detector level were preserved. 

Now consider what occurs when a selective system having the 
characteristic such as PQ and requiring a deviation of 100 kilocycles 
to produce full modulation is employed instead óf one such as MN, 
where a ten-kilocycle deviation only is required. Assume the same con- 
ditions of interference as before. The 400-kilocycle voltage applied to 
the rectifier will be the same as before, but the relative amplitudes of 
the 390- and 410-kilocycle voltages will only be slightly changed. The 
410-kilocycle voltage will be increased from a value which is propor- 
tional to OS to one which is proportional to OT and the 390-kilocycle 
voltage will be reduced from a value proportional to OS to one pro- 
portional to OR. The difference in value of the two frequencies will be 
proportional to the difference between OS and OT or RT, and the 
change in amplitude produced by their intcraction with the 400- 
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kilocycle current will be likewise proportional to RT. The reduction in 
the amplitude of the disturbance as measured in the detector output 
by the use of a 200-kilocycle wide selective system as compared to the 
use of one only twenty kilocycles wide is therefore the ratio RT/OU. 
In this case it is ten per cent. The power ratio is the Square of this or 
one per cent. 

The above reasoning holds equally well if à balanced rectifying 
system is used where the characteristics of the selective System are as 
shown in Fig. 15. The output of the system insofar as voltages result- 
ing from changes in frequency are concerned is the sum of outputs of 
the two sides of the balance. 
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It is of course clear that disturbing currents lying farther from the 
400-kilocycle point than the ten-kilocycle limit will, by interaction with 
the 400-kilocycle current, produce larger values of rectified current 

‚Шап those lying within that band. But the rectified currents produced in 
the detector output by those components of frequency which lie at a greater 
than audible frequency distance from the 400-hilocycle current will be 
beyond the audible range and hence will produce no disturbance which 
15 audible. (It is generally advisable to eliminate them from the audio 
amplifier by a low-pass filter to prevent some incidental rectification 
in the amplifier making their variations in amplitude audible.) 

It remains only to consider what happens when the frequency of 
the 100-kiloeycle current is varied in accordance with modulation at 
the transmitter. It is clear from Fig. 14 that when the selective system 
has the characteristic MN that a deviation of 10,000 cycles will pro- 
duce complete modulation of the signal or a change in amplitude pro- 
portional to OU, Similarly, when the characteristic is according to 
the curve PQ it is clear that a 100,000-cycle deviation is required to 
produce complete modulation, which is likewise proportional to the same 
value OU. As the Signal current is swung back and forth over the 
range of frequencies between 300 апа 500 kilocycles the band of fre- 
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quencies from which the audible interference is derived continually 
changes, the band progressively lying about ten kilocycles above and 
ten kilocycles below what we may call the instantaneous value of the 
frequency of the signal. The effect is illustrated by Fig. 16 and from 
this it will be scen that the amplitude of the disturbances in the output 
circuit of the rectifiers, which is proportional to the sum of RT and 
R'T' will be constant. This will be true where the ratio of the amplitude 
of the signal to the disturbing currents is sufficiently large—where 
this condition docs not exist then there are certain other effects which 
modify the results, but these effects will only be of importance at the 
limits of the practical working range. 


Comparison or Norse RATIOS or AMPLITUDE AND, J REQUENCY 
MODULATION SYSTEMS 


From the foregoing description it will be clear that as between two 
frequency modulation systems of different band widths the signal-to- 
noise power ratio in the rectified output will vary directly as the square 
of the band width (provided the noise voltage at the current limiter is 
less than the signaling voltage). Thus doubling the band width pro- 
duces an improvement of 4 to 1 and increasing it tenfold an improve- 
ment of 100 to 1. 

The comparison of relative noise ratios of amplitude and frequency 
modulation systems cannot be made on so simple a basis as there are 
a number of new factors which enter, particularly when the compari- 
son is viewed from the very practical aspect of how much greater 
power must be used with an amplitude modulated transmitter than 
with a frequency modulated one. If the academic comparison be made 
between a frequency modulated system having a deviation of ten kilo- 
cycles and an amplitude modulated one of similar band width and the 
same carrier level (also same fidelity), it will be found that the signal-to- 
noise voltage ratio as measured by a root-mean-square meter will 
favor the frequency modulation system by about 1.7 to 1, and that 
the corresponding power ratio will be about 3 to 1. This improvement 
is due to tho fact that in the frequency modulation receiver it is only 
those noise components which lie at the extremos of the band; viz., 
ten kilocyeles away from the carrier which, by interaction with the 
carrier (when unmodulated) can produce the same amplitude of recti- 
fied current as will be produced by the corresponding noise component 
in the amplitude modulated receiver. 

Those components which lic closer to the carrier than ten kilocycles 
will produce a smaller rectified voltage, the value of this depending on 
their relative distance from the carrier. Hence the distribution of en- 
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ergy in the rectified current will not be uniform with respect to fre- 
quency but will increase from zero at zero frequency up to a maximum 
at the limit of the width of the receiver, which is ten kilocycles in the 
present case. The root-mean-square value of the voltage under such a 
distribution is approximately 0.6 of the value produced with the uni- 
form distribution of the amplitude receiver. 


Similarly in comparing an amplitude modulation system arranged . 


to receive ten-kilocycle modulations and having, of course, a band 
width of twenty kilocycles, with a 100-kilocycle deviation frequency 
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modulation system (same carrier level and same fidelity) there will be 
an improvement in noise voltage ratio of 


deviation 100 : 
TAT X——— ор L7X— ре 
audio-frequency range 10 


The above comparisons have been made on the basis of equal ear- 
rier. The practical basis of comparison between the two is that of 
half carrier for the amplitude modulation and full carrier for the fre- 
quency modulation system. This results in about the equivalent 
amount of power being drawn from the mains by the two systems. On 
this basis the voltage improvement becomes thirty-four and the signal- 
to-noise power ratio 1156. Where the signal level is sufficiently large 
with respect to the noise it has been found possible to realize improve- 
ments of this order. 

The relative output signal-to-noise ratios of an amplitude modula- 
tion system fifteen kilocycles wide (7.5-kilocycle modulation frequency) 
and a frequency modulation system 150 kilocycles wide (75-kilocycle 
deviation) operating on forty-one megacycles have been compared on 
the basis of equal fidelity and half carrier for amplitude modulation, 
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The characteristic of the selective system for converting frequency 
changes to amplitude changes, which was used, is shown in Fig. 17. 
The variation of the output signal-to-noise ratio with respect to the 
corresponding radio-frequency voltage ratio is illustrated in Fig. 18. 
The curves show that where the radio-frequency peak voltage of the 
noise measured at the current limiter is less than ten per cent of the 
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signal peak voltage then the energy of the disturbance in the rectified 
output will be reduced by a factor which is approximately 1100 to 1. 
When the peak radio-frequency noise voltage is twenty-five per cent 
of the signal peak voltage then the energy of the disturbance in the 
rectified output has been reduced to about 700 to 1, and when it is 
fifty per ecnt the reduction of the disturbance drops below 500 to 1. 
Finally when the noise and signal peak voltages become substantially 
equal the improvement drops to some very low valuc. While it is un- 
fortunate, of course, that the nature of the effect is such that the 
amount of noise reduction becomes less as the noise level rises with - 
respect to the signal, nevertheless this failing is not nearly so important 
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as it would appear. In the field of high fidelity broadeasting a signal-to- 
noise voltage ratio of at least 100 to 1 is required for satisfactory re- 
ception. It is just within those ranges of noise ratios which can be 
reduced to this low level that the system is most effective. 

The arrangements employed in obtaining these characteristies and 
the precautions which must be observed may perhaps be of interest. 
As it was obviously impracticable to vary the power of a transmitter 
over the ranges required or to eliminate the fading factor except over 
short periods of time an expedient was adopted. This expedient con- 
sisted in tuning the receiver to the carrier of a distant station, deter- 
mining levels and then substituting for the distant station a local signal 
generator, the distant station remaining shut down except as it was 


Fig. pa 


called upon to cheek specifie points on the curve. Observations were 
taken only when the noise was due solely to thermal agitation and shot 
eli ct, | 

Кїч. 19 shows the arrangement of apparatus, The reeciver was a 
Cwo-intermiedist-Irequenevy :uperheterodyne with provision for using 
either a narrow band second intermediate amplifier with the amplitude 
modulation system ori wide baud amplifier with the frequeney modu- 
lation system. The band width of the amplitude modulation svstem 
Was fifteen kiloeveles or twiee the modulation frequeney range, The 
hand width of the ireueney modulation receiver Was 150 kiloeveles or 
LWIev the Tregueney deviation, Provision was made for shifting from 
one intermediste sniplifier to the other without disturbing the re- 
mainder of the system, The fort y-one-mneeieyele circuits and the first 
intermediate simnplifier eireuits were wide enough to pass the frequeney 
swine ef 150 kiloeveles, blentieal deteetion systems were used, the fre- 


queney modulation detector being preceded by a selective system for 
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translating changes in frequency into changes in amplitude. The output 
cireuits of the detectors were arranged to be connected alternately to 
a 7500-cycle low-pass filter with a voltage divider across its output. An 
amplifier with a flat characteristic over the audible range and à 
root-mean-square meter connected through a high-pass, 500-cycle filter 
provided the visual indication. 

The standard signal was introduced into the input of the two 
branches of the second intermediate-frequency stage at 400 kilocycles. 
As long as the receiver is linear between the antenna and the point at 
which the standard signal is introduced it is immaterial whether the . 
signal be of forty-one megacycles, six megacycles, or 400 kilocycles. 
This has been checked experimentally but 400 kilocycles was chosen on 
account of the greater accuracy of the signal generator on low frequen- 
cics. 

The relative noise levels to be compared varied over such ranges 
that lack of linearity had to be guarded against and readings were made 
by bringing the output meter to the same point on the scale each time 
by adjustment of the voltage divider, and obtaining the relative volt- 
ages directly from the divider. 

Two other precautions are essential. The absolute value of the 
noise voltage on the frequency modulation system becomes very low 
for high signal levels. If the voltages due to thermal agitation and 
shot effect are to be measured rather than those due to the power sup- 
ply system the output meter must be protected by a high-pass filter of 


` high attentuation for the frequencies produeed by the power system. 


The cutoff point should be kept as low as possible since because of the 
difference in the distribution of energy in the rectified outputs of fre- 
quency and amplitude modulation receivers already referred to there 
is a certain error introduced by this filter which is small if the band 
width excluded by the filter is small but which can become appreciable 
if too much of the low-frequency part of the modulation frequency 
range be suppressed. 

A second precaution is the use of a low-pass filter to cut off fre- 
quencies above the modulation range. Because of the wide band passed 
by the amplifiers of the frequency modulation part of the system there 
exists in the detector output rectified currents of frequencies up to 
seventy-five kilocycles. The amplitude of these higher frequencies is 
much greater than those lying within the audible range. The average 
detector output transformer will readily pass a substantial part of these 
superaudible frequencies which then register their effect upon the out- 
put meter although they in no way contribute to the audible dis- 
turbanec. 
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The procedure which was followed in making the measurements 
we are considering consisted in tuning the receiver to the distant trans- 
mitter and adjusting the two detector levels to the same value for the 
respective carrier levels to be employed. This was done by cutting 
the carrier in half at the transmitter when the amplitude modulation 
detector level was being set and using full carrier for the adjustment 


of the frequency modulation detector. Each system was then modu- 


lated seventy-five per cent and output voltages checked against each 
other. If they were equal the modulation was removed and the relative 
noise voltages measured for the respective carrier levels. This gave the 
first point on the curve. The transmitter was then shut down and 
a local carrier introduced which gave the same level in the 100-kilocyele 
intermediate amplifier circuits az the half carrier distant signal, This 
level was directly ascertainable from the rectified detector current in 
the amplitude modulation system, From this point on the procedure 
was entirely within ihe control of the receiving station, The noise 
ratios could be compe red at any signal level by adjusting the voltage 
introduced by the signal generator to any fraction of that of the distant 
signal, bringing the level in the amplitude modulation detector up to 
the sume original value by sdjusunent of the amplification of the 
second intermediate amplifier «the Trequeney modulation detector stays 
at its point of reference beeauxe of the current limiter) and comparing 
the two output voltages. The level of the detector in the amplitude 
modulation receiver was of course set with the half carrier value of the 
siena] generator and the output. voltage measured at that level. The 
output voltage of the irequeney. modulation System Was measured 
when twice that voltare was applied. 

It is Wa portant te keepin iind just What quantities have been mens- 
ured and what the eurves show, The results are a comparison between 
the relative noise Jevels in the two systems rootanean-square values) 
when Hv AP on ani ped Hoh it. In both ан smiplitude and in frequeney 
mnedulation receiver the noise during modulation may be erester than 
that obtained without таап, In the Prequeney modulation re- 
ceiver twa principal sonrees MeV contribute to this Inerense, one of 
Which iz of IA portanes only where the band lor which the receiver is 
designed js narrow, the other of whieh is стипен to alb band widths. 
I tlie total bend width of the тесер ls twenty kiloeveles and if the 
deviation is, for examples ten kiloeveles, then 


ns the carrier frequeney 
TWInes aff to one side af the baral, 


It approaches clase io the limit of 


the filtering System of the receiver, Sines the sides of the filter dre 
normally much steeper fhan the seleetiye Кум еш employed to convert 


the changes in Irequenev inte amplitude variations and since the fre- 
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quency of the signaling current will have approached to within the 
range of good audibility of the side of the filter a considerable inerease 
in both audibility and amplitude of the disturbance may occur, caused 
by the sides of the filter acting as the translating device. This effect is 
obviously not of importance where a wider frequency swing is em- 
ployed. 

The other source of noise which may occur when the signal fre- 
quency swings over the full range is found in systems of all band 
widths. It was first observed on an unmodulated signal when it was 
noted that swinging the intermediate frequency from the mid-point to 
one side or the other by adjustment of the frequency of the first hetero- 
dyne produced an increase in the amplitude and a change in the charac- 
ter of the noise. The effect was noted on a balanced detector system and 
at first it was attributed to the destruction of the amplitude balance 
as one detector current became greater than the other. Subsequently 
when it was noted that the increase in the noise was produced by the 
detector with the smaller current and that the effect was most pro- 
nounced when the signal level was relatively low, the explanation 
became apparent. As long as the signal frequency was set at the mid- 
point of the band its level in the detector was sufficiently large to 
prevent the production of audible beats between the noise components 
lying respectively at the two ends of the band where the reactance of 
the selective systems is à maximum. 

When however the signal frequency moves over to one side of the 
band the amplitude of the voltage applied to one of the detectors pro- 
gressively decreases, approaching zero as the frequency coincides with 
the zero reactance point of the selective system. The demodulating 
effect of the signaling current therefore disappears and the noise com- 
ponents throughout the band, particularly those at the other side of it, 
are therefore free to beat with each other. The noise produced is the 
characteristic one obtained when the high-frequency currents caused 
by thermal agitation and shot effect are rectified in a detector without 
presence of a carrier. The effect is not of any great importance on the 
ordinary working levels for simplex operation, although it may become 
so in multiplex operation. It indicates, however, that where the signal- 
to-noise level is low, complete modulation of the received signal by the 
conversion system is not desirable and that an adjustment of the de- 
gree of modulation for various relative noise levels is advantageous. 

In the course of a long series of comparisons between the two 
systems a physiological effect of considerable importance was noted. It 
was observed that while a root-mean-square meter might show the 
same reading for two sources of noise, one derived from an amplitude 
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modulation, and the other from a frequency modulation receiver (both 
of the same fidelity) that the disturbance perceived by the ear was more 
annoying on the amplitude modulation system. The reason for this is 
the difference in the distribution of the noise voltage with respect to 
frequency in the rectified output currents of the two systenis, the dis- 
tribution being substantially uniform in the amplitude system but 
proportional to frequency in the frequency modulation system. Hence 
in the latter there is a marked absence of those frequencies which lie 
in the range to which the ear is the most sensitive. With most observers 
this difference results in their appraising a disturbance produced in 
the speaker by an amplitude modulation system as the equivalent of 
one produced therein by a frequency modulation system of about 1.5 
times the root-mean-square voltage although of course the factor varies 
considerably with the frequency range under consideration and the 
characteristic of the individual's aural system. 

On account of this difference in distribution of energy the correct 
method of procedure in making the comparison is that given in the 
article by Ballantine, but lack of facilities for such determinations 
made necessary the use of a root-mean-square meter for the simul- 
taneous measurement of the entire noise frequency range. The increase 
in noise voltage per frequeney interval with the frequency may be 
readily demonstrated by means of the ordinary harmonie analyzer of 
the type now so generally used for the measurement. of distortion, 
3ecause of the extremely narrow frequeney interval of these instru- 
ments it is not possible to obtain sufficient integration to produce stable 
meter readings and apparatus having a wider frequeney interval than 
the erystal filter type of analyzer must be used. The observation of the 
action of one of these analyzers will furnish convincing proof that peak 
voltmeter methods must not he used in comparing the rectified output 
currents in frequeney and amplitude modulation receivers. 

All the measurements which have been heretofore discussed were 
taken under conditions in which the disturbing currents had their 
origin in either thermal Agitation or shot. effect, As the irregularity of 
atmospherie disturbances or those duc to automobile ignition svstems 
were too irregular to permit reproducible results. The curves apply 
generally to other types of disturbances provided the disturbing voltage 
is not greater than that of the signal. When that occurs a different 
situation exists and will he considered in detail later. 

There are numerous second order effects produced, but as they 
are of no great importance consideration of them will not be under- 
taken in the present paper. 
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Tur New Yonk-WESTHAMPTON AND FIADDONFIELD TESTS 


The years of research required before field tests could even be 
considered were carried out in the Marcellus Hartley Research Labora- 
tory at Columbia University. Of necessity both ends of the circuit had 
to be under observation simultaneously and a locally generated signal 
was used. The source of signal ultimately employed consisted of a 
standard signal generator based upon the principle of modulation al- 
ready described and capable of giving 150,000 cycles swing on forty- 
four megacycles. The generator was also arranged to give amplitude 
modulated signals. Suitable switching arrangements for changing 
rapidly from frequency to amplitude modulation at either full or half 
carrier were set up and a characteristic similar to that of Fig. 18 ulti- 
mately obtained. | 

A complete receiving system was construeted and during the 
Winter of 1933-1934 a series of demonstrations were made to the 
executives and engineers of the Radio Corporation of America. That 
wholly justifiable suspicion with which all laboratory demonstrations 
of “static eliminators" should be properly regarded was relieved when 
C. W. Horn of the National Broadeasting Company placed at the 
writer’s disposal a transmitter in that company's experimental station 
located on top of the Empire State Building in New York City. The 
transmitter used for the sight channel of the television system de- 
livered about two kilowatts of power at forty-four megacycles to the 
antenna and it was the one selected for use. This offer of Mr. Horn’s 
greatly facilitated the practical application of the system as it elimi- 
nated the necessity of transmitter construction in a difficult field and 
furnished the highly skilled assistance of R. E. Shelby and T. J. 
Buzalski, the active staff of the station at that time. Numerous diff- 
eulties, real and imaginary, required much careful measurement to 
ascertain their presence or absence and the relative importance of 
those actually existing. The most troublesome was.due to the position 
of the transmitter, which is located on the eighty-fifth floor of the build- 
ing and is connected by a concentric transmission line approximately 
275 fect long with a vertical dipole antenna about 1250 feet above 
ground. Investigation of the characteristies of this link between trans- 
mitter and antenna showed it to be so poorly matched to the antenna 
that the resulting standing waves attdined very large amplitude. The 
problem of termination afforded peculiar diffieulties beeause of the 
severe structural requirements of the antenna above the roof and of 
the transmission line below it. It was however completely solved by 
P. S. Carter of the R.C.A. Communications Company in a very 
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beautiful manner, the standing waves being practically eliminated 
and the antenna broadened beyond all requirements of the modulating 
system contemplated. With the transmitter circuits no difficulty was 
encountered at this time. The frequency of the system was ordinarily 
controlled by a master oscillator operating at 1733 kiloeyeles which 
was multiplied by a series of doublers and a tripler to forty-four mega- 


cycles. The multiplier and amplifier circuits were found to be suffi- 


ciently broad for the purposes of the initial tests. 

The erystal control oscillator was replaced by the output of the 
modulation system shown in Fig. 20 in which an initial frequency of 
57.33 kilocycles was multiplied by a series of doublers up to the input 
frequency of the transmitter of 1733 kilocycles. It was found possible 
to operate this apparatus as it is shown installed in the shielded room 


Fig. 20 


of the television studio at the Empire State Station as the shielding 
furnished ample protection against the effects of the high power stages 
of the transmitter located some seventy-five feet away. 

The receiving site selected was at the home of George E. Burghard 
at Westhampton Beach, Long Island, one of the original pioneers of 
amateur radio, where a modern amateur station with all facilities, in- 
cluding those for rigging directive antennas, were at hand. Westhamp- 
ton is about sixty-five miles from New York and 800 or 900 feet below 
line of sight. 

The installation is illustrated in Figs. 21 and 22 which show both 
frequency and amplitude modulation receivers and some of the meas- 
uring equipment for comparing them. The frequency modulation re- 
ceiver consisted of three Stages of radio-frequency amplification (at 
forty-one megacycles) giving a gain in voltage of about 100. This fre- 
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dyned down to 400 kilocycles where an amplification of about 1000 
could be realized. Two current limiting systems in cascade each with a 
separate amplifier were used. At the time the photograph was taken 
the first two radio-frequency stages had been discarded. 


Fig. 21 


The initial tests in the early part of June surpassed all expectations. 
Reception was perfect on any of the antennas employed, a ten-foot wire 
furnishing sufficient pickup to eliminate all background noises. Suc- 


Fig. 22 


cessive reductions of power at the transmitter culminated at a level ` 
subsequently determined as approximately twenty watts. This gave a 
signal comparable to that reccived from the regular New York broad- 
cast stations (execpt WEAF, a fifty-kilowatt station approximately 
forty miles away). 
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The margin of superiority of the frequency modulation system over 
amplitude modulation at forty-one megacycles was so great that it was 
at once obvious that comparisons of the two were principally of aca- 
demic interest. 

The real question of great enginecring and economic importance 


was the comparison of the ultra-short-wave frequency modulation Е 


system with the existing broadeast service and the determination of 
the question of whether the service arca of the existing stations could 
not be more effectively covered than at present. The remainder of the 
month was devoted to such a comparison. With the Empire State 
transmitter operating with approximately two kilowatts in the an- 
tenna, at all times and under all conditions the service was superior to 
that provided by the existing fifty-kilowatt stations, this in cluding sta- 
tion WEAF. During thunderstorms, unless lightning was striking 
within a few miles of Westhampton, no disturbance at all would appear 
on the system, while all programs on the regular broadcast system 
would be in a hopeless condition. Background noise due to thermal agi- 
tation and tube hiss were likewise much less than on the regular broad- 
cast system. 

The work at W esthampton demonstrated that in comparing this 
method of transmission with existing methods two classes of services 
and two bases of comparisons must be used. It was found that the only 
type of disturbance of the slightest importance was that caused by the 
ignition systems of automobiles, where the peak voltage developed by 
the interference was greater than the carrier level. In point-to-point 
communication this difficulty can be readily guarded against by proper 
location of the receiving system, and then thermal agitation and shot 


effect are the principal sources of disturbance; lightning, unless in the - 


immediate vicinity, rarely producing voltages in excess of the carrier 
level which would normally be employed to suppress the thermal and 
shot effects. Under these conditions the full effect of noise suppression 
is realized and comparisons can be made with precision by means of 
the method already described in this paper. An illustration of the 
practical accomplishment of this occurred at Arney's Mount, the tele- 
vision relay point between New York and Camden of the Radio Cor- 
poration of America. This station is located about Sixty miles from the 
Empire State Building and the top of the tower is only a few feet 
below line of sight. It is in an isolated spot and the noise level is al- 
most entirely that due to the thermal and shot effects. It was noted by 
C. M. Burrill of the RCA Manufacturing Company who made the 
observations at Arney's Mount that with fifty watts in the antenna 
frequency modulated (produced by a pair of UX 852 tubes), a signal- 


Armstrong: Frequency M odulation—Noise Reduction 721 


to-noise ratio of the same value as the two-kilowatt amplitude modula- 
tion transmitter (eight-kilowatt peaks) was obtained. 

The power amplifier and the intermediate power amplifier of the 
frequency modulation transmitter is shown in Fig. 23. The signal with 
fifty watts output would undoubtedly have had a better noise ratio 
than the two-kilowatt amplitude modulation system had full deviation 
of seventy-five kilocyeles been employed, but on the oceasion it was 
not possible to use a deviation of greater than twenty-five kilocycles. 
It was also observed at the same time that when the plate voltage on 
the power amplifier was raised to give a power of the order of 200 
watts in the antenna a better signal-to-noise ratio was obtained than 


Fig. 23 


that which could be produced by the two-kilowatt amplitude modula- 
tion. A casual comparison of the power amplifier stages of the frequency 
modulation transmitter shown in Fig. 23 with the water-cooled power 
amplifier and modulation stages of the Wmpire State transmitter is 
more eloquent than any eurves which may be shown herein. 

In the broadeast service no such choice of location is possible and a 
widely variable set of conditions must be met. Depending on the power 
at the transmitter, the elevation of the antenna, the contour of the 
intervening country, and the intensity of the interference there will be 
a certain distance at which peaks of ignition noise become greater than 
the carrier. The irregularity and difficulty of reproduction of these dis- 
turbances require a different method of comparison which will be here- 
inafter described. 

As the site at Westhampton, which was on a section of the beach 
remote from man-made static, was obviously too favorable a site, a 
new one was selected in Haddonfield, New Jersey, and about the end of 
June the receiving apparatus was moved there and erected at the home 
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of Harry Sadenwater. Haddonfield is located about eighty-five miles 
from New York in the vicinity of Camden, New Jersey, and is over 
1000 feet below line of sight of the top of the Empire State Building in 
New York. Although the field strength at Haddonfield was consider- 
ably below that at Westhampton Beach, good reception was obtained 
almost immediately, the sole source of noise heard being ignition noige 


Fig. 24 


from a few types of cars in the immediate Vicinity of the antenna. or 
lightning striking within a few miles of the station. At this distance 
fading made its appearance for the first time, a rapid flutter varying 
in amplitude three- or four-to-one being frequently observable on the 


| 


| 
| 
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in the speaker. During a period of over a year in which observa- 
tions have been made at Haddonfield, but two short periods of fading 
have been observed where the signal sank to a level sufficient to bring 
in objectionable noise, one of these occurring prior to an insulation 
failure at the transmitter. 

It is a curious fact that the distant fading, pronounced though it 
may be at times, is not so violent as that which may be encountered at 
a receiving station located within the city limits of New York. The 
effect, which appears to be caused by moving objects in the vicinity of 
the receiving antenna, causes fluctuations of great violence. In was ap- 


Fig. 25 


parently first observed by L. F. Jones of the RCA Manufacturing 
Company within a distance of half a mile of the Empire State trans- 
mitter. It occurs continually at Columbia University located about 
four miles from the Empire State transmitter but no injurious effect 
on the quality of transmission has ever been noted.” 

While at first, because of the lower field strength at Haddonfield 
and the greater prevalence of ignition disturbances, the superiority 
over the regular broadcast service was not so marked as at Westhamp- 
ton Beach, the subsequent improvements which were instituted at 
both transmitting and receiving ends of the circuit have more than 
offset the lower signal level. Some idea of their extent may be gained by 
comparison of the initial and final antenna structures. l'ig. 24 shows 
the original antenna during course of erection, a sixty-five foot mast 
bearing in the direction of New York permitting the use of an eight- 
wave length sloping wire of very useful directive properties. Fig. 25 
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shows the final form on whieh the results are now much better than 


were originally obtained with the directional wire, 


During the past summer, which was marked by thunderstorms of 


great severity in the vicinity of Philadelphia, it was the exception when 


it was agreeable or even possible to listen to the nightly programs of 


the regular broadeast serviee from the fifty-kilowatt New York stations. 


In some of the heaviest storms when lightning was striking within the : 


immediate vicinity of the antenna, so close in fret that the lead-in was 
sparking to a near-by water pipe, perfectly understandable speech 
could be received on the frequeney modulation system, although the 
disturbance was sufficient to cause annoyance on a musical program: 
but these periods seldom lasted more than fifteen minutes when the 
circuit would again become quiet. On numerous occ: sions the Empire 
State signal was better than that of the fifty-kilowatt Philadelphia sta- 
tion WCAU located at a distance of twenty miles from Haddonfield. 
Likewise during periods of severe selective side-band fading in the 
broadeast band which occurs even from station WJZ at Bound Brook, 
New Jersey, some sixty miles away, no signs of this difficulty would 
appear on the ultra-high-frequency wave. 

Some of the changes which contributed to the improvement during 
the past year may be of interest. The introduction of the Thompson- 
Rose tube permitted the radio-frequency amplification required at 
forty-one megacycles to be accomplished with one stage and with con- 
siderable improvement of signal-to-noise ratio. It had a further inter- 
esting result. The tubes previously used for amplifying at this fre- 
quency were those developed by the Radio Corporation for the ultra- 
short-wave interisland communication system in the Hawaiian Islands. 
On account of the relatively low amplification factor of these tubes the 
shot effect in the plate circuit of the first tube exceeded the disturbances 
due to thermal agitation in the input circuit of that tube by a consider- 
able amount. With the acorn type tube, however, the situation is re- 
versed, the thermal noise contributing about seventy-five per cent of 
the rectified output voltage. 

It should be noted here by those who may have occasion to make 
this measurement on a frequency modulation system that it cannot be 
made in the ordinary way by simply mis-tuning the input circuit to the 
first tube. To do so would remove the carrier from the current limiter 
and be followed by a roar of noise. The measurement must be made 
with a local signal of the proper strength introduced into one of the 
intermediate-frequency amplifiers. Under these conditions the antenna 
may be mis-tuned without interfering with the normal action of the 
limiter and the relative amounts of noise due to the two sources may 
readily be segregated. 
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Considerable trouble was caused during the early stages of the ex- 
periments by an order of the Federal Radio Commission requiring the 
changing of the frequency of the Empire State transmitter from forty- 
four to forty-one megacycles; this necessitating the realignment of the 
large number of interstage transformers in the modulating equipment 
shown in Fig. 20 and also the retermination of the antenna. It, however, 
led to the application of the idea inherent in superheterodyne design. 


Fig. 26 


While the circuits of the old modulator were temporarily modified and 
work earried on, a new modulation system was designed standardizing 
on an initial frequency of 100 kilocycles which was then multiplied by a 
series of doublers up to 12,800 kilocycles. By means of a local oscillator 
this frequency was heterodyned down to 1708 kilocycles, the new value 
of input frequency to the transmitter required to produce forty-one 
megacycles in the antenna. Any future changes in wave length can be 
made by merely changing the frequency of this second oscillator. The 
frequencies chosen were such that a deviation of 100 kilocycles could 
be obtained without difficulty, because of the extra number of fre- 
queney multiplications introduced. Fig. 26 shows the two modulation 
systems during the process of reconstruction with arrangements for 
making the necessary step-by-step comparisons between them. 
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Much attention was paid during the year to the frequency char- | 


acteristic of the transmitter, which was made substantially flat from 


thirty to 20,000 cycles. This required careful attention to the charac- | 
teristics of the doubler and amplifier circuits of the transmitter, and ` 
to John Evans of the RCA Manufacturing Company and to T. J. | 
Buzalski I am indebted for its accomplishment. Continuous improve- ; 
ment of the transmitter and antenna efficiency was effected throughout | 


the year, but of this phase of the development R. M. Morris of the 


National Broadcasting Company, under whose direction the work was : 


carried on, is better qualified to speak. As the final step, the lines con- · 


necting the transmitter with the control board of the National Broad- 
casting Company at Radio City, from which the test programs were 
usually supplied, were equalized to about 13,000 cycles, and when this 
had been doné the quality of reception at Haddonfield was far better 
than that obtainable from any of the regular broadeast stations. 


INTERFERENCE AND FADING 


Reference has heretofore been made to the difficulty of comparing 
the amounts of interference produced in amplitude and frequency 
modulation systems by the transient type of disturbance, particularly 
when, as in ignition noise, the peaks are greater in amplitude than the 
signal carrier. The best method of comparison seems to be that of 
observing how much greater signal level from the standard signal gen- 
erator must be introduced into the receiving system when it is arranged 
to receive amplitude modulation than is required for the same signal- 
to-noise ratio on a frequency modulated system. The experimental 
procedure of making such comparison is to change the connection of 
the speaker rapidly from one receiver to the other, simultaneously 
changing the level of the local generator until the two disturbances as 
perceived by the ear are equal. At all times, of course, the amplifica- 
tion in the amplitude modulation receiver is correspondingly changed 
as the signal generator level is varied to apply the same voltage to the 
amplitude as to the frequency modulation detector so that the audio- 
frequency signal level which will be produced by the two systems is the 
same. The square of the ratio of the two voltages of the signal generator 
gives the factor by which the carrier power of the amplitude modulated 
transmitter must be increased to give equal performance. While the 
measurement is difficult to make, the following approximations may 
give some idea of the magnitudes involved. 

If the peak voltage of the ignition noise is twice the carrier level 
of the frequency modulation system, about 150 to 200 times the power 
must be used in the carrier of the amplitude modulation system to 
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reduce the disturbance level to the same value. When the peak volt- 
age is five times as great, about 35 to 40 times the power in the am- 
plitude modulation carrier is sufficient to produce equality." These 
observations have been checked aurally and by the oscilloscope. The 
results of measurements where the disturbances are due solely to the 
thermal and shot effects have been compared to those obtained with 
the method previously described and are found to check with it. The 
chief value of this method of measurement, however, lies in the ability 
to predict with certainty the signal level required to suppress all igni- 
tion noise. An experimental determination made at Haddonfield shows 
that a signal introduced from the local generator which produces at the 
current limiter ten times the voltage of the Empire State signal is suffi- 
cient to suppress tbe disturbance caused by the worst offender among 
the various cars tested. These cars were located as closely as possible to 
the doublet antenna shown in Fig. 25, the distance being about forty 
feet. The increase in field strength necessary to produce this result can 
be readily obtained by an increase in the transmitter power to twenty 
or twenty-five kilowatts and the use of a horizontally directional 
antenna array. An increase in the field strength of three or four to one 
by means of an array is within the bounds of engincering design so that 
the practical solution of the problem of this type of interference is 
certainly at hand up to distances of one hundred miles. 

So also is the solution of the problem at its source. It has been de- 
termined experimentally that the introduction of 10,000 ohms (a value 


of resistance which is not injurious to motor performance) into the 


spark plug and distributor leads of the car referred to eliminates the 
interference with the Empire State signal. 

Since aetive steps are now being taken by the manufacturers of 
motor cars to solve the more difficult general problem, the particular 
one of interference with sets located in the home will thus automatically 
disappear. The problem of eliminating the disturbance caused by an 
automobile ignition system in a receiving set whose antenna is a mini- 
mum of fifty feet away from the car is obviously a much simpler one 
than that of eliminating the interference in a receiver located in the car 
or in another car a few feet away. 

During the course of the experimental work in the laboratory a very 
striking phenomenon was observed in the interference characteristics 
between frequency modulation systems operating within the same wave 
band. The immunity of a frequency modulation system from interfer- 
ence created by another frequency modulated transmission is of the 


_ ," Linear detection was used in the amplitude modulation receiver but no 
limiting was employed. 
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same order of magnitude as the immunity with regard to tube noises. 
This property merits the most careful study in the setting up of a 
broadcast system at those wave lengths at which the question of inter- 
station interference is a major factor. It is well known that when the 
carriers of two amplitude modulated transmitters are sufficiently close 
in frequency to produce an audible beat that the service range of each 
of them is limited to that distance at which the field strength of the 
distant station becomes approximately equal to one per cent of the 
field strength of the local station. As a consequence of this, the service 
area of each station is very greatly restricted; in fact the service area 
of the two combined is but a small percentage of the area which is 
rendered useless for that frequency due to the presence thereon of the 
two interfering stations. With the wide band frequency modulation 
system, however, interference between two transmissions does not ap- 
pear until the field strength of the interfering station rises to a level 
in the vicinity of fifty per cent of the field strength of the local one. The 
reason for this lies in the fact, that while the interfering signal in beat- 
ing with the current of the local station under such conditions may be 
producing a fifty per cent change in the voltage applied to the current 
limiter, the system is substantially immune to such variations in am- 
plitude. The only way in which the interfering signal can make its 
presence manifest is by cross modulation of the frequency of the local 
signal. Since, under the conditions, this cross modulation produces less 
than a thirty-degree phase shift and since the characteristics of the wide 
band receiver are such that, at least within the range of good audibility, 
thousands of degrees of phase shift are necessary to produce full modu- 
lation, it is clear that a thirty-degree phase shift will not produce very 
much of a rectified output. For example, assuming two unmodulated 
carriers are being received, that their amplitudes have a ratio of two 
to one, and that their frequencies differ by 1000 cycles, then for a sys- 
tem having a wide band (of the order of 150,000 cycles) the modula- 
tion produced by the interaction of the two carriers would be of the 
order of one per cent of that produced by full modulation of the 
stronger carrier, This example, however, represents perhaps the worst 
possible condition as during modulation of cither station, with the 
proper type of conversion system, the aural effect of the disturbance 
is greatly reduced. The whole problem of interference between unmod- 
ulated earriers may, however, be entirely avoided by separating them 
in frequeney by an amount beyond the audible range. Hence it follows 
that with two wide band frequeney modulated transmitters occupying 
the same frequeney band that only the small area located midway be- 
tween the two wherein the field strength of one station is less than 
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twice the field strength of the other will be rendered useless for recep- 
tion of either station. This area may well be less than ten per cent of 
‘the total area. Even in this area reception may be effected as a receiving 
station located within it has only to erect directional aerials having a 
directivity of two to one to receive either station. The two-to-one ratio 
.of field strength which has been referred to as the ratio at which inter- 
ference appears is not by any means the limit but rather one which can 
be realized under practically all conditions, Better ratios than this have 
been observed, but the matter is not of any great importance since by 
the use of the directional antennas referred to it becomes possible to 
cover the sum of the areas which may be effectively covered by each 
station operating alone, subject only to the limitations of the noise 
level. The problem of the interference due to overlapping has been 
completely wiped out. One precaution only should be observed—the 
unmodulated carriers should be offset in frequency by an amount be- 
yond the audible limit. 

In the above analysis it has been assumed, of cour ag that the dis- 
tance between stations has been selected so that the “no-mans land” 
between stations is not sufficiently distant from either one to be within 
‘the zone where any large amount of fading occurs. If the distance be- 
‘tween stations is such that the signal strength varies appreciably with 
‘time then the directivity of the receiving antennas must be greater 
than two to one. 


DIFFICULTIES AND PRECAUTIONS 


The principles which have been described herein were successfully 
applied only after a long period of laboratory investigation in which a 
series of parasitic effects that prevented the operation of the system 
were isolated and suppressed. The more important of these effects, 
which will be of interest to those who may undertake work in this field, 
will be referred to briefly. 

It was observed in the early work in the labor sory that it was at 
times impossible to secure a balance in the detector system, and that 
the amplitudes of the currents in the rectifiers varied in very erratic 
fashion as the frequency of the first heterodyne was changed. Under 
these conditions it was not possible to produce any appreciable noise 
suppression. The effect varied from day to day and the cause defied 
detection for a long period of time, Ultimately the presence of two 
side frequencies in the detector circuits was discovered, one of these 
frequencies lying above and the other below the unmodulated inter- 
mediate frequency by an amount equal to the initial crystal frequency 
of the transmitter. Jt was then discovered that the trouble had its 
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origin in the transmitting system and that a current having the funda- 
mental frequency of the crystal, (in the present case 57.33 kilocycles), 
passed through the first doubler circuits in such phase relation to the 
doubled frequency as to modulate the doubled frequency at a rate cor- 
responding to 57.33 kilocycles per second. This modulation of fre- 


quency then passed through all the transmitter doubler stages, increas- . 


ing in extent with each frequency multiplication and appearing finally 
in the forty-four-megacycle output as a fifty-seven-kilocycle frequency 
modulation of considerable magnitude. In the first doubler tank circuit 
of the transmitter a very slight change in the adjustment of the tuning 
of the circuit produced a very great change in the magnitude of this 
effect. A few degrees shift in the tuning of the first doubler tank con- 
denser, so small that an almost unnoticeable change in the plate current 
of the doubler occurred, would increase the degree of the modulation 
to such extent as to make the first upper and lower side frequencies in 
the forty-four-megacycle current greater than the carrier or mid-fre- 
quency current (when no audio modulation was applied). Under such 
conditions the proper functioning of the receiving system was impossi- 
ble. 

The delay in uncovering this trouble lay in the fact that it was ob- 
seured by the direct effect of harmonics from the transmitter doubler 
stages which had to be set up in an adjoining room and by the numer- 
ous beats which can occur in a double intermediate-frequency super- 
heterodyne. To these effects were added an additional complication 
caused by the presence of harmonies in the circuits of the selective 
system resulting from the action of the limiter which the filtering ar- 
rangements did not entirely remove. The coincidence of one of these 
harmonies with the natural period of one of the inductances in the 
branch circuits likewise interfered with the effectiveness of the noise 
suppression. The causes of all these spurious effects were finally located 
and necessary steps taken to climinate them. 

With the removal of these troubles a new one of a different kind 
came to light, and for a time it appeared that there might be a very 
serious fundamental limitation in the phase shifting method of generat- 
ing frequency modulation currents. There was found to be in the output 
of the transmitter at forty-four megacycles a frequency modulation 
which produced a noise in the receiver similar to the usual tube hiss. 
The origin of it was traced to the input of the first doubler or the output 
of the crystal oscillator where a small deviation of the initial frequency 
was produced by disturbances originating in these circuits, While the 
frequency shift in this stage must have been very small, vet on account 
of the great amount of frequency multiplication (of the order of 800 
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times) it became extremely annoying in the receiver; in fact for low 
levels of receiver noise that noise which originated in the transmitted 
wave was by far the worse. F'or a time it seemed as though the amount 
of frequency multiplication which could be used in the transmitter was 
limited by an inherent modulation of the frequency of the oscillator 
by disturbances arising in the tube itself. The proper proportioning of 
‘the constants of the circuits, however, reduced this type of disturbance 
to a point where it was no longer of importance and frequency multi- 
plications as high as 10,000 have since been effectively used. On ac- 
count of the very large amount of frequency multiplication, any troubles 
in these low-frequency circuits caused by noisy grid leaks, improper by- 
passing of power supply cireuits, or reaction of one circuit upon another 
become very much more important than they would normally be. Diffi- 
culties of all these kinds were encountered, segregated, and eliminated. 

Another source of trouble was discovered in the correction system. 

Because of the range in frequency required, particularly in multiplex 
work where thirty to 30,000 cycles was frequently used, the output 
' voltage of the correction system at the higher frequencies became very 
much less than the input voltage, hence any leakage or feed-forward 
effect due to coupling through the power supply circuits developed a 
voltage across the output much higher than that required by the in- 
. verse frequency amplification factor as determined by the correction 
network. Hence, the frequency swing for the upper frequencies of modu- 
lation would frequently be several hundred per cent greater than it - 
‘should be. Likewise, at the lower frequency end of the scale various 
reactions through the power supply were very troublesome. All these 
effects, however, were overcome and the correction system designed so 
that its accuracy was within a few per cent of the proper value. 

From the foregoing it might be assumed that the transmitting and 
reeciving apparatus of this system are inherently subject to so many 
new troubles and complications that their operation becomes imprac- 
ticable for ordinary commercial applications. Such isnot the case. The 
difficulties are simply those of design, not of operation. Once the proper . 
precautions are taken in the original design these difficulties never 
occur, except as occasioned by mechanical or electrical failure of mate- 
rial. During the period of over a year in which the Empire State trans- 
mitter was operated, only two failures chargeable to the modulating 
system occurred. Both were caused by broken connections. Even the 
design problems are not serious as methods are now available for detect- 
ing the presence of any one of the troubles which have been here enu- 
merated. 

'l'hese troubles were serious only when unsegregated and en masse 
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they masked the true effects and made one wonder whether even the | 


laws of electrical phenomena had not been temporarily suspended. 


MULTIPLEX OPERATION 


During the past year, two systems of multiplexing have been oper- · 


ated successfully between New York and Haddenfield and it has been 
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found possible to transmit simultaneously the red and blue network 
programs of the N 


vational Broadcasting Company, or to transmit simul- 
taneously on the two channels the same progr 
the simpler thing to accomplish as the cross-tal 
ous one. The import 


am. This last is much 
alk problem is not a seri- 
ance of multiplexing in point-to-point communi- 
eation services has long been recognized. In broadeasting there are 
several applications which, while their practical application may be 
long deferred, are clearly within view. 
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Two general types of multiplexing were used. In one type a current 
5f superaudible frequency is caused to modulate the frequency of the 
-ransmitted wave. The frequency at which the transmitted wave is 
:aused to deviate is the frequency of this current and the extent of the 
leviation is varied in accordance with modulation of the amplitude of 
the superaudible frequency current. At the receiver detection is accom- 
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plished by separating the superaudible current and its component mod- 
‘ulations from the rectified audible frequency currents of the main chan- 
nel and reproducing the original modulating current from them by a 
second rectification. The general outline of the system is illustrated in 
Figs. 27 and 28. The setting of the levels of the main and auxiliary 
channels must be made in this system of modulation with due regard 
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to the fact that the deviation of the transmitted wave produced by the 
superaudible frequency current of the second channel is a variable one 
and changes between the limits of zero and double the unmodulated 
deviation. 

In the second method of multiplexing a superaudible current pro- 
duces a frequency modulation of the transmitted wave of constant devi- 
ation, the rate of the deviation being varied in accordance with the 
frequency of the superaudible current and modulation being produced 
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by VETE the frequency of this auxiliary current and thereby the rate 
at which the superimposed modulation of frequency of the transmitted 
wave changes. The operations which must be carried out at the receiver 
are the following: After suitable amplification, limiting, and filtering, 
an initial conversion and rectification produces in the output of the 


detector the audible frequencies of the main channel and a super- . 


audible constant amplitude variable frequency current. This last is 
selected by means of a band-pass filter, passed through a second con- 


Fig. 31 


version system to translate the changes in the frequency into varia- 
tions of amplitude, and then rectified to recreate the initial modulating 
current of the auxiliary channel. The general arrangment of the sys- 
tem is illustrated in Figs. 29 and 30. This latter method of multiplex- 
ing has obvious advantages in the reduction of cross modulation 
between the channels and in the fact that the deviation of the trans- 
mitted wave produced by the second channel is constant in extent, an 
advantage being gained thereby which is somewhat akin to that ob- 
tained by frequency, as compared to amplitude, modulation in simplex 
operation. The subject of the behavior of these systems with respect to 
interference of various sorts is quite involved and will be reserved for 
future treatment as it is beyond the scope of the present paper. 
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The final arrangement of the modulating equipment installed at 
the Empire State station is illustrated in Figs. 31 and 32. The main 
channel apparatus is shown on the five tables located on the right side 
of the room. The vertical rack in the left center contains three channels 
for transmitting facsimile by means of the amplitude modulation 
method of multiplexing already described. In Fig. 32, located on the 
four tables on the left of the room is shown the auxiliary channel of 
the frequency modulation type already described. The comparatively 


Fig. 32 


low frequency of this channel was obtained by the regular method of 
phase shifting and frequency multiplication, the frequency multiplica- 
tion being carried to a high order and the resultant frequency modu- 
lated current heterodyned down to twenty-five kilocycles (mid-fre- 
quency). A deviation up to ten kilocycles was obtainable at this 
frequency. 

The receiving apparatus located at Haddonfield is illustrated in 
Figs. 33 and 34. Fig. 33 shows the modified Westhampton receiver 
and Fig. 34 the multiplex channels of the receiver. The vertical rack to 
the right holds a three-channel receiver of the amplitude modulation 
type. The two panels in the foreground constitute the frequency modu- 
lation type of auxiliary channel. 
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Some of the practical results may be of interest. It was suggested 
by C. J. Young of the RCA Manufacturing Company that it might be 
possible to transmit simultaneously a facsimile service at the same time 
that a high quality broadcast program was being transmitted. With 
the assistance of Mr. Young and Maurice Artzt this was accomplished 


Fig. 33 


over a year ago between New York and Haddonfield, New Jersey, 
the two services operating without interference or appreciable loss 
of efficiency at the distance involved. Two additional channels, a 
synchronizing channel for the facsimile and a telegraph channel, were 
also operated: The character of the transmission is illustrated in Fig. 


Fig. 34 


35, which shows a section of the front page of the New York Times, 
This particular sheet was transmitted under considerable handicap at 
the transmitter as due to a failure of the antenna insulator on the forty- 
one-megacycle antenna it had become necessary to make use of the 
sixty-megacycle antenna for the forty-one-megacycle transmission. It 
is an interesting comment on the stability of the circuits that all four 
were kept in operation at the transmitter by one man, Mr. Buzalski, 
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who was alone in the station on that day. The combined sound and 
faesimile transmission has been in successful operation for about a year, 
practically perfect copy being obtained throughout the period of the 
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CONCLUSION 


The conclusion is inescapable that it is technically possible to fur- 
nish a broadcast service over the primary areas of the stations of the 
present-day broadcast system which is very greatly superior to that 
now rendered by these stations. This superiority will increase as meth- 
ods of dealing with ignition noise, either at its souree or at the receiver, 
are improved. 


APPENDIX 


Since the work which has been reported in this paper on forty-one 
megacycles was completed attention has been paid to higher frequen- 
cies. On the occasion of the delivery of the paper a demonstration of 
transmission on 110 megacycles from Yonkers to the Engineering 
Societies Building in New York City was given by C. R. Runyon, who 
described over the circuit the transmitting apparatus which was used. 
A brief description of this transmitter is reproduced here. 
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The power delivered to the antenna was approximately 100 watts 
at 110 megacycles and the deviation (one half total swing) used during 
the demonstration was under 100 kilocycles. Fig. 36 illustrates the 
modulating equipment for this transmitter and the low power fre- 
quency multiplication stages. Fig. 37 shows the higher power frequency 
multiplier and power amplifier stages of the transmitter. 

The rack shown in Fig. 36 consists of six panels. Panel number one 
at the top contains the correction system. Panel number two contains 
the master oscillator of 100 kilocycles and the modulator circuits. Panel 
number three contains a pair of doublers for multiplying the 100-kilo- 
cycle frequency to 400 kilocyeles and the necessary filtering means for 
avoiding the modulation of the currents in the succeeding doubler 
stages by the 100-kilocycle oscillator current. Panel number four con- 
tains the doubling apparatus for raising the frequency to 3200 kilocycle 
and panel number five the multipliers for raising it to 12,800 kilocyeles. 
Panel number five also contains a heterodyning and conversion System 
for beating the 12,800 kiloeyeles down to 2292 kiloeyeles. Panel num- 
ber six contains a doubler for raising this to 4584 kiloeveles and an 
amplifier for increasing the level sufficiently to drive the sueceeding 
power stage. The output of this amplifier is fed through a transmission 
line to the metal box at the extreme right of Fig. 36 which contains a 
series of doublers and amplifiers for inereasing the level and raising the 
frequency to 36,072 kiloeyeles. Adjacent to this box is a second box 
which contains a fifty-watt amplifier. This amplifier drives a tripler 
located in the third box and the tripler in turn drives the power ampli- 
fier located at the extreme left at 110 megacyeles. The transmitter cir- 
cuits were designed for total frequeney swing of 500 kiloeyeles and may 
be effectively so operated. Because of the limitation of the receiver 
available at that time the demonstration was carried out with a swing 
of 200 kiloeycles. 
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TELEVISION IN GERMANY* 


By 


HUBERT GIBAS 
(N. V. van der Heem and Bloemsma, The Hague, Holland) 


Summary—This paper gives the status of television in Germany in the autumn 
of 1985. The systems used for transmission and reception of television are described. 
The subject of image quality and the possibilities of improvement, together with the 
prospects of television, are discussed. 


ERLIN'S first television transmitter was erected at the begin- 
B ning of 1935 for the purpose of transmitting television program 
material. Two transmitters are used, one for the picture and 
the other for the sound. The antennas are located at the top of the 
broadcast tower in Witzleben, Berlin. The transmission is primarily 
from sound film, but there is some transmission from the studio. The 
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Fig. 1—Fernseh-A-G film transmitter. | 
intermediate film system is also used, in which case the image to be 
transmitted is first photographed on a film, which also carries sound. 
The film is then developed, fixed, washed, dried, and transmitted 
within one minute. 

The Fernseh-A-G’s film transmitter is shown in Fig. 1. The image 
to be transmitted is dissected by a Nipkow disk which runs in a vac- 
uum. This provides a dust-free space for the disk and also reduces the 
required driving power. 


. * Decimal classification: R583. Original manuseript received by the In- 
stitute, November 1, 1935. 
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The range of the radio transmitter is a little more than the optical 
range, say about 100 kilometers. However, the distance depends on 
the location of the receiver so that very good reception from Berlin is 
obtained on the top of the Brocken, which is 1100 meters higher than 
Berlin. The distance in this case is 200 kilometers. In Neuruppin, 
seventy kilometers from Berlin, is located a very satisfactory receiving 
station. To cover a portion of Germany with television a network of 
about twenty-five transmitters has been planned. 

The most important firms engaged in television in Germany are 
Fernseh-Aktiengesellschaft, DBerlin—Zehlendorf; Radioaktiengesell- 


Fig. 2— Manfred von Ardenne with his television equipment. 


schaft, D. S. Loewe, Berlin—Steglitz; Lorenz-Aktiengesellschaft, Ber- 
lin—Tempelhof; C. F. H. Müller Aktiengesellschaft, Hamburg; 
Tekade, Nürnberg; and Telefunken Aktiengesellschaft, Berlin SW 11. 

All of these, except Tekade, employ the cathode-ray tube at the 
receiver. Fig. 2 shows a picture of Manfred von Ardenne seated near 
his television equipment. He is well known in Germany for his eathode- 
ray tube work. His book *Fernseh-Empfang" gives his latest results in 
television reception, as well as details concerning receivers and acces- 
sories. 

The elements of a cathode-ray tube manufactured by Leybold and 
von Ardenne, Kóln-Bayenthal, are shown in Fig. 3. Two pairs of plates 
are provided for horizontal and vertical electrostatic deflection. Some 
cathode-ray tubes use only one pair of plates in combination with 
magnetic deflecting in one direction. For such a combination the length 
of the tube becomes shorter. The operation of cathode-ray tubes is 
well known and will not be discussed here. 
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Tekade uses a mirror-screw to reproduce the image at the receiver. 
This is shown in Fig. 4. The number of mirrors equals the number of 


Fig. 4—Tekade mirror-screw. 


lines in which the image is divided. To control the light intensity a Kerr 
cell is employed. The advantages of this arrangement are that no parts 
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need be renewed from time to time, and possibly the advantage of cost 
over eathode-ray tube receivers. Cathode-ray tubes, in the thirty- 
centimeter diameter size, cost about RM. 300. No deflecting voltage 
supply or other equipment, including a source of high voltage, is 
necessary with the Tekade system. On the other hand, it is necessary 
to have a synchronous motor to turn the mirror-serew. 

Television receiver production has proceeded to the point where 
large scale production is practicable. Figs. 5, 0, and 7 illustrate some of 
the receivers. Up to a year ago the number of control knobs was as 
great as twelve. These have now been reduced to not more than four, 


Fig. 5— Loewe television receiver. 


so that the average person can tune and operate the receivers. The 
present controls are: receiver tuning, regulation of light intensity 
(background control), volume and tone control of the sound receiver. 
It is planned in Germany to standardize on a constant frequency 
difference between the carrier waves of the picture and sound trans- 
mitters. 

The size of the picture for normal home use is about twenty by 
twenty centimeters. Its color is now pure white—a year ago it was 
yellow. The brightness of the image has been considerably improved 
and is now about five times as great as a year ago. The pictures are 
sufficiently bright to be visible in slightly reduced daylight. The re- 
ceivers, while designed for 180-line operation, are so built that they 
can be changed with slight alterations to receive 240 lines. The syn- 
chronizing is automatic. The tone quality of the sound is excellent be- 
cause higher modulation frequencies are not cut off by too great 
selectivity, as must happen in the regular broadeast bands. 
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The television receiver manufactured by Loewe is shown in Fig. 5. 
Under the cathode-ray tube is the loud speaker, right and left are two 
double control knobs for receiver tuning, light intensity, volume, and 
tone control. 


Fig. 6—Fernseh-A-G television receiver. 


The receiver produced by Fernseh-A-G is shown in Fig. 6. The 
knobs shown in a row on the right-hand side are for adjustment of the 
position and sharpness of the image, as well as light intensity. They are 
adjusted once and then remain set. At the rear of the receiver are 
terminals for antenna, ground, and power. 


Fig. 7—Tekade television receiver. 


The Tekade television receiver is illustrated in Fig. 7. The mirror- 
screw is visible in the background of the shadow box, on the left of 
which can be seen a portion of the loud speaker. The control units in 
this case are for tuning the picture, the sound, and also for volume and 
light intensity. Tekade uses an incandescent lamp having a long in- 
candescent wire as a light source. The light passes through the Kerr 
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cell, with which are associated two prisms. Such a light controlling | 


System is well known. The focusing of the light controlling equipment 
is carried out at the factory and must not be altered. Previously the 
mirror-screw system had the disadvantage that the picture was visible 
over a restricted angle, so that the observer had to be on its center line. 
With the so-called optical grid this disadvantage disappeared. This 
grid consists of a small glass vessel, in which are thin glass sticks, 
one above the other, surrounded by a fluid. In this way the light 


Fig. 8— Telefunken television receiver. 


beam is directed in a vertical direction and the image appears to be 
essentiaHy longer, so that the observing angle is considerably larger. 
The size of image produced by this system can be enlarged rather 
simply, a feature that is not possible in ordinary cathode-ray tubes. 
If an arc light is used as a light source there is sufficient light for an 
image of large size. 

Fig. 8 is a rear view of a Telefunken receiver. 

The Loewe receiver without its cabinet is shown in Fig. 9. The 
parts of this receiver are the picture receiver, sound receiver, scanning 
voltage supply unit, cathode-ray tube, loud Speaker, and voltage 
source. 


| 
| 
| 
| 
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In some television receivers the first radio-frequency stages of the 
television and sound receivers are combined. The picture receiver must 
have a communication band width of about one megacycle for an 
image of 180 lines, with each line having 240 image points, and at a 
picture repetition rate of twenty-five pictures per second. 

We now come to the subject of synchronization. The carrier which 
is modulated by the picture is interrupted twenty-five times a second. 
The duration of each interruption is five per cent of the transmitting 
time for one picture. During this interruption the electron beam at the 
receiver must return from the bottom of the image to the top. The 


Fig. 9—Loewe television receiver, removed from cabinet. 


carrier wave is also interrupted 180 times per image. During these 
interruptions the electron beam must return from the end of one line 
to the beginning of the next. The interruption time in this case is about 
five per cent of the transmitting time for one line. During the interrup- 
tions the electron beam is not visible. These interruptions form the 
synchronizing impulses for the scanning oscillators at twenty-five 
images per second and 180 lines per image. 

Most of the deflecting apparatus uses gas-filled tubes as generators. 
The scanning voltages in some cases must be amplified before use. The 
cathode-ray tubes are surrounded by metallic screens to avoid dis- 
turbances from outside. The placing of the components in the cabinet 
must be carefully carried out. The high voltage for the cathode-ray 
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tube is about 4000 volts. Most of the receivers use a special antenna 
which can be placed anywhere in the room. If, however, the receiver 
is at some distance from the transmitter the antenna must be located 
in or near the optical path of the transmitter. 

The quality of the reproduced pictures can be judged by Fig. 10. 
This is an unretouched photograph of the announcer at the television 
transmitter in Perlin. At present television images in Germany have 
two difficulties. First, the image flickers so that the eyes of the observer 
are soon tired, and second, 180-line detail is not sufficient. Many ef- 
forts are being made to eliminate these troubles. To provide more de- 
tail it is intended to use 240 lines. The Fernseh-A-G has made experi- 
ments with 320 lines. 


Fig. 10—Unretouched photograph of television image. 
Von Ardenne and Lorenz. 


For the elimination of flicker there are two possibilities; first, the 
speeding up of the number of pictures per second. Thirty-five images 
per second have been tried, in which case no flicker was visible, but this 
would not be true if more brightness were available. The greater the 
light intensity the greater the flicker. When transmitting more than 
twenty-five images per second normal sound films, of course, cannot be 
used. Then too, the modulation frequency bands are still wider be- 
cause there are more picture elements per second to be transmitted. 

The second possibility of flicker elimination is the so-called “line- 
jump” system. Two German manufacturers, Loewe and Tekade, have 
demonstrated this. The principle is as follows: Suppose we have a 180- 
line picture, twenty-five frames per second. Now if the 1st, 3rd, 5th . . . 
ete., lines be transmitted during the first half of the 25th of a second 
interval, and then the 2nd, 4th, 6th, . . . ete., line be transmitted in 
the second half of the picture interval, it means that the two complete 
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pictures are shown displaced by the width of one line. This gives the 
eye the same impression as though fifty images per second were trans- 
mitted. Under these conditions the picture is entirely free of flicker. 


Fig. 11—Tekade film scanning equipment for interlaced pictures. 
For such an interlacing system Tekade uses a small disk placed be- 
tween the fllm and the Nipkow disk, as seen in Fig. 11. This disk, with 
its motor, is shown in Fig. 12. The disk has glass in one half and air in 


Fig. 12—Tekade disk used in connection with interlaced film scanning. 


the other half. For 180 lines the Nipkow disk has ninety holes and 
makes two revolutions per image. During the first revolution the air 
space of the small disk is between the film and the Nipkow disk. Dur- 


748 Gibas: Television in Germany 


tube is about 4000 volts. Most of the receivers use a special antenna 
which can be placed anywhere in the room. If, however, the receiver 
is at some distance from the transmitter the antenna must be located 
in or near the optical path of the transmitter. 

The quality of the reproduced pictures can be judged by Fig. 10. 
This is an unretouched photograph of the announcer at the television 
transmitter in Perlin. At present television images in Germany have 
two difficulties. First, the image flickers so that the eyes of the observer 
are soon tired, and second, 180-line detail is not sufficient. Many ef- 
forts are being made to eliminate these troubles. To provide more de- 
tail it is intended to use 240 lines. The Fernseh-A-G has made experi- 
ments with 320 lines. 


Fig. 10—Unretouched photograph of television image. 
Von Ardenne and Lorenz. 


For the elimination of flicker there are two possibilities; first, the 
speeding up of the number of pictures per second. Thirty-five images 
per second have been tried, in which case no flicker was visible, but this 
would not be true if more brightness were a« ailable. The greater the 
light intensity the greater the flicker. When transmitting more than 
twenty-five images per second normal sound films, of course, cannot be 
used. Then too, the modulation frequency bands are still wider be- 
cause there are more picture elements per second to be transmitted. 

The second possibility of flicker elimination is the so-called “line- 
jump" system. Two German manufacturers, Loewe and Tekade, have 
demonstrated this. The principle is as follows: Suppose we have a 180- 
line picture, twenty-five frames per second. Now if the Ist, 3rd, Оу jw c 
etc., lines be transmitted during the first half of the 25th of a second 
interval, and then the 2nd, 4th, 6th, . . . ete., line be transmitted in 
the second half of the picture interval, it means that the two complete 
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pietures are shown displaced by the width of one line. This gives the 
eye the same impression as though fifty images per second were trans- 
mitted. Under these conditions the picture is entirely free of flicker. 


Fig. 11— Tekade film scanning equipment for interlaced pictures. 
For such an interlacing system Tekade uses a small disk placed be- 
tween the film and the Nipkow disk, as seen in Fig. 11. This disk, with 
its motor, is shown in Fig. 12. The disk has glass in one half and air in 


Fig. 12—Tekade disk used in connection with interlaced film scanning. 


the other half. For 180 lines the Nipkow disk has ninety holes and 
makes two revolutions per image. During the first revolution the air 
space of the small disk is between the film and the Nipkow disk. Dur- 
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ing Uie second revolution the ples i in plies Phe plies breaks up the 
light bein in suehi si manner as to shift it by the width of one line, 
Looking into the fubure we see that before very long Germany 
will have a television system whieh will meet the highest requirements, 
about the same ax fiat to whieh we are aeeustomed in cinema Theatres, 
If it ds possible to manufacture great, numbers of television receivers 
the price, of course, will be reduced then many gore people will be 
thle to buy television receivers, [t is quite possible, therefore, that 
Within ten years television reception. will be as prevalent, as sound 


broadeast reception is now, 
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“А NEW SYSTEM FOR BLIND LANDING OF AIRPLANES* 


By 


K. BAUMANN AND A. JETTINGER 
(Basel, Switzerland) 


Summary—A method for blind landing of airplanes which differs from the 
systems used heretofore by great simplification of the equipment, is described. In 
addition it makes possible the control of the landing maneuvers from the ground. The 
advantages of the new method are discussed. 


INTRODUCTION 


N order to make a blind landing, the pilot must know the landing 
| direction, the beginning point of the landing, and the proper glide 

path for the field. The problem has already been treated in various 
ways and practical solutions for it already exist. Individual methods 
merely confine themselves to the solution of a part of the problem. 
Thus, for example, only the entrance direction and, through the main 
signal, the moment for beginning the landing, are transmitted by the 
long-wave beacon developed by Philips. Conditions are similar in the 
blind landing method of the Army Air Corps, used by the Bureau of 
Air Commerce. In these methods, the pilot must depend upon his 
mechanical blind flight instruments, chiefly on the directional gyro- 
scope, during the actual landing itself. | 

''hemost complete system which rests entirely upon a radioelectrical 
basis is that developed by Dunmore and Diamond in the Bureau of 
Standards. It gives the beginning point of the landing and the vertical 
glide path, as well as the runway direction. 

Lorenz’s system which likewise transmits all the data necessary 
for blind landings, should also be noted. For fixing the runway direc- 
tion and the glide path, it uses a single transmitting aerial system, 
the horizontal characteristic of which defines the runway direction and 
the vertical characteristic, the glide path. An initial signal gives the 
starting point of the landing. 

In all these systems the landing direction and the glide path are 
defined through the horizontal and vertical characteristics of an ar- 
rangement of transmitting aerials erected on the ground. The signals 
sent out by these systems are received in the airplane and there made 
audible or visible. 

* Decimal classification: R528. Original manuscript received by the In- 


е August 9, 1935; translation received by the Institute, September 10, 
oO. 
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DESCRIPTION OF THE New System 


For reasons which are set forth in the next section, the usual meth- 
ods were abandoned in the new system developed by the authors. 
Instead of transmitting aerials fixing the direction and glide path, 
there are directionally sensitive receiving aerials. The complete instal- 
lation is best explained by means of Fig. 1. 

In the airplane there is an ultra-short-wave transmitter 1. In the 
experimental model which we built this is a crystal controlled trans- 
mitter which works at a frequency of 345,252 kilocycles. The final 
stage has a carrier output of about ten watts and is completely modu- 
lated by a tone generator. A horizontal dipole antenna placed above 
the upper wings of the airplane is fed by this transmitter through a 
power line. This transmitter 1 sends out a continuous dash modulated 
with constant frequency and amplitude. 


To determine the landing direction, the receiving characteristics of 
two crossed loops, 11, are used. These loops are alternately connected 
to the receiver 13 through a relay 12 in such a way that the period of 
connection of one loop is longer than that of the other. If the airplane 
is flying in the direction that bisects the angle between the two loops, 
no abrupt change in loudness occurs in the output of receiver 13 when 
the coils are switched in. A continuous dash is heard. If the airplane 
deviates from the exact runway direction, either the longer or shorter 
signal will become louder, so that the side deviation from the correct 
course can be discerned. The airport transmitter 22, which operates 
on a long wave of 350 kilocycles, is modulated with the low-frequeney 
output of receiver 13. Depending upon whether the airplane moves in 
the direction halfway between the loops or not, the degree of modula- 
tion of the airport transmitter remains constant or the longer or 
shorter signals become more strongly modulated when the loops are 
reversed. These modulated signals sent from the long-wave transmitter 
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are received in the airplane through the standard long-wave receiver 
2 and conducted to an indicator 4, which gives information of any 
deviation from the course and an indication of the side. This is, there- 
fore, a matter of automatic return signaling of the course fixed through 
loops 11. 

The determination of the vertical glide path occurs simultaneously 


according to the same principle. In the experimental installation the 


vertical characteristic of a horizontal receiving dipole was used for this. 
In Fig. 1, the receiver connected to this dipole is seen at 9. The out- 
put of this receiver, again rectified, also controls the amplitude of а - 
tone generator 10, the frequency of which differs from the modulating 
frequency of the ultra-short-wave transmitter 1. According as the air- 
plane moves on a level suitable as a glide path or not, the output of 
receiver 9, and with it the amplitude of the controlled tone generator 
10, remains constant or becomes greater with a deviation upward, or 
smaller with a downward one. This tone of generator 10, fluctuating 
in amplitude according to the position of the airplane with relation to 
the level, also modulates the airport transmitter, but with a different 
frequency than that which serves to fix the runway direction. These 
signals are also received in the airplane through receiver 2, simultane- 


. ously on the same carrier with the return signals for horizontal navi- 
- gation, and carried to instrument 5 through a wave-band filter 3, 


which separates the different modulating tones of the airport trans- 


, mitter from one another. During landing the deflection of this instru- 


' ment must remain constant. 


The beginning point of the landing is determined through recciver 
7, which is connected to an acrial arrangement with an upward directed 
receiving diagram. When flying over this point a sound generator 8, 
which has a different frequency from generator 10 and the modulating 
tone of transmitter 1, and gocs to transmitter 22 as a third modulating 
tone, is switched in through recciver 7 for a short time. It is also re- 
ceived by the airplane through receiver 2 and carried over filter 3 to a 
discharge glow lamp 6, which lights up when the entrance signal is 
flown over and fixes the beginning of the landing. 

As the distance from the airport operating transmitter changes 
continuously during landing, receiver 2 must have an automatic vol- 
ume compensation, so that the amplitude of the return pilot signals will 
depend only on the degree of modulation of transmitter 22 and not on 
the absolute value of its carrier. The magnitude of the regulating 
voltage can be used in the well-known way, as a crude indication of 
the distance of the field. This ean also be effected with the low-fre- 
quency signal voltage carried to instrument 4. 
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ADVANTAGES OF THE NEW SYSTEM 


With all previous systems for blind landing, it has not been pos- 
sible to follow the landing procedure on the ground. The pilot has been 
entirely dependent upon himself and his instruments during the land- 
ing, and has not had sufficient control over the apparatus. The arrange- 
ment described makes this control possible without further ceremony. 
The output from the transmitters for the entrance signal and for 
vertical and horizontal navigation is carried on the ground, as in Fig. 
1, to three instruments, 14, 15, and 16, which correspond to instru- 
ments 4, 5, and 6 in the airplane. From their position, the horizontal 
and vertical situation of the airplane is directly apparent. In addition, 
the return signaling to the airplane is also controllable with a standard 
long-wave transmitter 17 and the accompanying wave-band filter 18 
to instruments 19, 20, and 21. These possibilities increase the operating 
safety of the plant very noticeably. Especially, they mean an impor- 
tant lessening of the load on the pilot. 

Since the modulating tones emitted by the airport operating trans- 
mitter for return signaling to the airplane may all lie below 100 cycles, 
it is possible without further ado to send telephonic warnings or di- 
rections to the airplane during the landing over transmitter 22, by 
switching in a high-pass filter. 

A further advantage consists in the fact that reception in the air- 
plane is only on long waves. Effective prevention of engine troubles is 
much more easily carried out with these waves than with ultra-short 
waves. In addition, the signals of the airport operating transmitter 
are extraordinarily strong in the neighborhood of the field, so that 
operating safety is increased thereby. The power of the ultra-short- 
wave transmitter in the airplane can be kept very low, as the sensitiv- 
ity of the ground receiver, which is no longer in the range of interfer- 
ence of the engine, can be made very high. 

The easy transportability of the ground receiver may be important 
for many purposes. The receiver for entrance signals, and horizontal 
and vertical navigation may be set up, according to the direction of 
the wind, at places previously selected for this. 
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AN URBAN FIELD STRENGTH SURVEY AT THIRTY 
AND ONE HUNDRED MEGACYCLES* 


Dv 


R. S. Ногмеѕ AND А. H. TURNER 
(RCA Manufacturing Company, Ine., Camden, New Jersey) 


Summary—A description is given of the transmiller and receiver equipment 
used in making field strength surveys in the Camden-Philadelphia area for a low 
power transmitter whose antenna is 200 feet above the ground, at frequencies of thirty 
and one hundred megacycles. 

Field strength contour maps for the area within approximately ten miles of the 
transmitter are given. From these maps the average field strength obtained at various 
distances from the transmitter was determined, and the attenuation of the signal 
was found to be proportional to the 1.84 power of the distance for thirty megacycles 
and the 2.5 power of the distance for one hundred megacycles for the region between 
one and ten miles from the transmitter. 

Curves showing the variation from the average field strength of the signal along 
three routes radiating fifteen miles from the transmitter are given, and these varia- 
tions are compared with the elevation profiles of the respective routes. It is shown that 
the signal is usually strongest on the brows of hills facing the transmitter. 

Measurements were made in three representative residences, and from these 
data, curves showing the power required at the transmitter to furnish one hundred 
microvolls input to receivers with short indoor antennas located in houses at various 
distances up to ten miles from the transmitter were computed for the two frequencies. 


area of the field strength from an ultra-high-frequency trans- 
mitter operated at thirty and at one hundred megacycles. The 
survey was made during the Summer of 1934. 


4 | 3HIS paper describes a survey made in the Camden-Philadelphia 


MEASURING EQUIPMENT AND PROCEDURE 


The signal for the survey was radiated from an antenna located on 
the roof of an RCA Manufacturing Company building located at Front 
and Cooper Strects, in Camden. The ground elevation at this point is 
about ten feet above sca level, and the center of the antenna was ap- 
proximately 200 feet above sea level. This antenna, constructed as 
shown on Fig. 1, was of the same general type as that described by 
Kell An iron and duraluminum pole, grounded to the metal roof, 
served as antenna, support, and one side of the feeder line. The other 
side of the feeder line was spaced out from the pole, and was slidable 

pos Decimal classification: R270. Original manuseript reecived by the In- 
ш April 8, 1935; revised manuscript received by the Institute, August 16, 


! Kell, 3edford, and "Trainer, “An experimental television system, 
I. R.E.., vol. 22, pp. 1260-1261; November, (1934). 
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through the standoff insulators, by means of the rope and pulley; this 
line could be raised and lowered to expose more or less of the top of the 
poie for radiation, for adjusting to the operating frequency. 

In order to measure the antenna current, for computing the radi- 
ated power, a substitute antenna, located as shown in F ig. 1, was used. 
The horizontal substitute antenna was far enough from the roof so that 
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Fig. 1— Transmitting antenna arrangement. 


the radiation resistance was not materially different from that of the 
vertical antenna. The current in the center of the vertical antenna was 
assumed to be the same as that in the substitute antenna when the 
feeder current was the same. The feeder current was maintained con- 
stant during all measurements at each frequency. 

A further check of the radiated power was made by measuring the 
field intensity on the roof of a near-by brick tower at approximately 
the same elevation as the radiating portion of the vertical antenna. The 
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listance between the transmitter апа the receiver was only slightly 
aore than twice the elevation of cach above the ground, and was partly 
iceupied by several buildings having lower roof elevations. Under these 
onditions reflection was probably negligible, and was neglected in the 
'aleulation of radiated power from these field intensity measurements. . 
lhe receiver indicated twenty per cent more field intensity at one 
iundred megacycles, and two per cent more at thirty megacycles, than 
‘should be produced by the current measured in the horizontal antenna 
ind assumed to be the same in the vertical antenna. The radiated 
;ower is assumed to be that calculated from the antenna current, and 
All the data in this paper have been adjusted to one kilowatt radiated 
oower. 
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Fig. 2— Circuit of transmitter when operating at one hundred megacycles. 


The transmitter consisted of a push-pull oscillator using RCA-831 
‚ tubes. No modulating means were provided. The circuit diagram of the 
transmitter for onc-hundred-megacycle operation is shown in Fig. 2. 
‚ A pair of open-ended concentric lines in the grid circuit were used for 
. frequency stability. At one hundred megacyles the tube plates were 
closely bridged and the radio-frequency energy taker from the tuned 
. filament circuit. At thirty megacycles the more conventional arrange- 
ment of tuned-grid—tuncd-plate circuit was used. 

The ficld strength was measured with a special battery operated 
superheterodyne receiver having a tuning range of thirty to one hun- 
` dred megacycles, operated on a calibrated antenna. The circuit of the 
reeciver is shown in Fig. 3. 

A three-gang capacitor tuned the two radio-frequency circuits and 
the oscillator. The circuits were coupled so that the incoming signal 
and the oscillator voltage were both impressed on the grid of the first 
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through the standoff insulators, by means of the rope and pulley ; this 
line could be raised and lowered to expose more or less of the top of the 
pole for radiation, for adjusting to the operating frequency. 

In order to measure the antenna current, for computing the radi- 
ated power, a substitute antenna, located as shown in Tig. 1 , was used. 
The horizontal substitute antenna was far enough from the roof so that 
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the radiation resistance was not materially different from that of the 
vertical antenna. The current in the center of the vertical antenna was 
assumed to be the same as that in the substitute antenna when the 
feeder current was the same. The feeder current was maintained con- 
stant during all measurements at each frequency. 

A further check of the radiated power was made by measuring the 
field intensity on the roof of a near-by brick tower at approximately 
the same elevation as the radiating portion of the vertical antenna. The 
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distance between the transmitter and the receiver was only slightly 
more than twice the clevation of each above the ground, and was partly 
occupied by several buildings having lowcr roof elevations. Under these 
conditions reflection was probably negligible, and was neglected in the 
calculation of radiated power from these field intensity measurements. . 
The recciver indicated twenty per cent more field intensity at one 
. hundred mogacycles, and two per cent more at thirty megacycles, than 
should be produced by the current measured in the horizontal antenna 
and assumed to be the same in the vertical antenna. The radiated 
power is assumed to be that calculated from the antenna current, and 
all the data in this paper have been adjusted to onc kilowatt radiated 
power. 
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Fig. 2—Circuit of transmitter when operating at one hundred megacycles. 


The transmitter consisted of a push-pull oscillator using RCA-831 
tubes. No modulating means were provided. The circuit diagram of the 
transmitter for onc-hundred-megacycle operation is shown in Fig. 2. 
A pair of open-ended eoncentric lines in the grid circuit were used for 
frequency stability. At one hundred megacyles the tube plates were 
closely bridged and the radio-frequency energy taken from the tuned 
filament circuit. At thirty megacycles the more conventional arrange- 
ment of tuned-grid—tuncd-plate circuit was used. 

The field strength was measured with a special battery operated 
superheterodyne receiver having a tuning range of thirty to one hun- 
dred megacyeles, operated on a calibrated antenna. The circuit of the 
receiver is shown in Fig. 3. 

A three-gang capacitor tuned the two radio-frequency circuits and 
the oscillator. The circuits were coupled so that the incoming signal 
and the oscillator voltage were both impressed on the grid of the first 
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through the standoff insulators, by means of the rope and pulley; this 
line could be raised and lowered to expose more or less of the top of the 
pole for radiation, for adjusting to the operating frequency. 

In order to measure the antenna current, for computing the radi- 
ated power, a substitute antenna, located as shown in Fig. 1, was used. 
The horizontal substitute antenna was far enough from the roof so that 
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the radiation resistance was not materially different from that of the 
vertical antenna. The current in the center of the vertical antenna was 
assumed to be the same as that in the substitute antenna when the 
feeder current was the same. The feeder current was maintained con- 
stant during all measurements at each frequency. 

A further check of the radiated power was made by measuring the 
field intensity on the roof of a near-by brick tower at approximately 
the same elevation as the radiating portion of the vertical antenna. The 
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distance between the transmitter апа the receiver was only slightly 
more than twice the elevation of each above the ground, and was partly 
occupied by several buildings having lower roof elevations. Under these 
conditions reflection was probably negligible, and was neglected in the 
calculation of radiated power from these field intensity measurements. . 
The receiver indicated twenty per cent more field intensity at one 
. hundred megacycles, and two per cent more at thirty megacycles, than 
should be produced by the current measured in the horizontal antenna 
and assumed to be the same in the vertical antenna. The radiated 
power is assumed to be that calculated from the antenna current, and 
all the data in this paper have been adjusted to one kilowatt radiated 
power. 
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The transmitter consisted of a push-pull oscillator using RCA-831 
tubes. No modulating means were provided. The circuit diagram of the 
transmitter for one-hundred-megacycle operation is shown in Fig. 2. 
A pair of open-ended concentric lines in the grid circuit were used for 
frequency stability. At one hundred megacyles the tube plates were 
closely bridged and the radio-frequency energy taken from the tuned 
filament circuit. At thirty megacycles the more conventional arrange- 
ment of tuned-grid—tuncd-plate circuit was used. 

The field strength was measured with a special battery operated 
superheterodyne receiver having a tuning range of thirty to one hun- 
dred megacyeles, operated on a calibrated antenna. The circuit of the 
receiver is shown in Fig. 3. 

A three-gang capacitor tuned the two radio-frequency circuits and 
the oscillator. The circuits were coupled so that the incoming signal 
and the oscillator voltage were both impressed on the grid of the first 
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detector. From the detector the intermediate-frequency signal passed 
through the three-stage intermediate amplifier to the grid-leak detector 
and the audio amplifier. A gain control operated on the bias of the three 
intermediate amplifier tubes. The attenuation characteristic of this 
control was determined at intermediate frequency. À microammeter 
in the plate circuit of the grid-leak detector indicated the change in 
plate current due to the signal, and its sensitivity was sufficient to in- ' 
dicate small changes in signal strength, since the steady component of 
plate current was balanced out of the meter by the bucking battery 
current. 
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Fig. 3— Circuit of field strength measuring receiver. 


The receiver was mounted in an automobile and connected to an 
antenna permanently mounted on the side of the car. The complete 
equipment was calibrated by subjecting it to a known field from a small 
transmitter, recording gain control dial settings for a given change in 
detector plate current against field strength in microvolts per meter for 
several different. field strengths, The curve thus obtained was then ex- 
tended to the limits of sensitivity of the receiver by applying the atten- 
uation characteristic of the gain control, previously obtained. A sepa- 
rate calibration was made at each of the two frequencies, and rechecks 
were made at frequent intervals during the survey. 

The survey was made by driving the car along roads fairly well dis- 
tributed over the area within fifteen miles of the transmitter, and meas- 
uring the field strength at frequent intervals. It was found that a con- 
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inuous check of the field strength could be made when the car was 
‘riven along at a slow rate of speed; whenever the average reading 
hanged materially it was recorded. The points were identified on the 
nap by their distance from known landmarks, such as main inter- 
ections, etc. The standing wave pattern was very pronounced, par- 
"icularly at one hundred megacycles, causing wide apparent variations 
n field strength even in very short distances, but by driving the car 


Fig. 4—Thirty-megacycle contour map. Contours of equal 
field intensities in microvolts per meter’ 


at a constant rate of about fifteen miles per hour it was found that these 
variations could be readily averaged out, so all the recorded readings 
were average field strength, usually averaged over a distance of about 
one to two hundred feet. At each frequency about 2000 readings were 
taken. 

In addition to the measurements made for the purpose of drawing 
the contour maps, measurements were made along three routes radiat- 
ing more or less directly from the transmitter. These routes were chosen 
as being widely different in ground profile characteristics; one was 
fairly level ground, one gently rising, and the other rising more rapidly. 
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The elevation data for these routes were obtained from The United 
States Geodetic Survey Maps (1898). 

In order better to tie the results of the survey to actual operating 
conditions for receivers in fixed locations, signal measurements were 
made at three representative residences. Measurements of actual input, 
to the antenna post of the receiver with several different types of an-^ 
tenna at several locations in the house were made. 


Fig. 5—One-hundred-megacyele contour map. Contours of 
equal field intensities in microvolts per meter. 


4 RESULTS OF THE SURVEY 

Most of the measurements in this survey were made for the purpose 
of obtaining the field strength contours within a radius of ten to fifteen 
miles from the transmitter. The points taken at cach frequency were 
plotted on large seale maps and the contour lines for equal field 
strength were drawn. Fig. 4 is the map for thirty megacycles, and Fig. 
5 for one hundred megacyeles, 

In order to obtain more generalized results from these data, the 
area enclosed by each contour was measured and the average? radius 


* The radius was determined from the relation г = VA /z, where 4 is thearea 
of the contour. The r, of course, is the radius of a cirele having this same игез, 
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determined. The average radii were used as the basis for plotting the 
curves in Figs. 6 and 7 showing the average signal at the two frequen- 
cies as a function of distance from the transmitter. No effort has been 
made to determine the exact law governing the rate of attenuation. 
At distances between one and ten miles the curves are nearly straight 
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Fig. 6—Thirty-megacycle survey average. 


on logarithmie paper, and have slopes of approximately 1.84 at thirty 
megacycles and 2.5 at one hundred megacyles. At distances less than 
one mile, the attenuation is probably more nearly directly proportional 
to distanec, as indicated by some points that were taken but not plotted 


on the maps or curves, and beyond ten miles the curves probably have 
a greater slope. 


which is the effective radius of the contour. The greater the deviation of the 
shape of the contours from circles, the greater the deviation of the effective radius 
as determined by the above relation from the true avergge radius. The contours 
under consideration are near enough to circles so that the error in calling effective 


radius average radius is small, and for simplicity this has been done in this 
paper. 
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Several interesting observations were made during the course of 
these measurements. The standing wave patterns were, in general, 
more severe in built-up sections than in the open country. When trav- 
eling on north and south streets in downtown Philadelphia the field 
strength usually increased very greatly when passing an intersection 
where the signal could come directly up the street from the transmit- 
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Fig. 7—One-hundred-megacycle survey average. 


ter, instead of having to go through and around buildings. The shield- 
ing effect of the thickly built-up downtown area of Philadelphia is very 
apparent on the contour maps, particularly at one hundred megaeyeles 
where the signal practically disappears behind the buildings. The signal 
was attenuated less up and down the Delaware River bécause of the 
fewer buildings and other obstructions in these directions. The greatest 
field strength was usually obtained on the brows of hills facing the 
transmitter; beyond the brow of a hill the field strength usually de- 
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creased, even though the elevation might continue to increase gradu- 
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Fig. 8—Thirty-megacycle profile—Lancaster Ave. 
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Fig. 9—One-hundred-megacycle profile—Lancaster Ave. 


In order to determine the relation of the ground profile to the field 
strength, three routes radiating more or less directly from the trans- 
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mitter were selected and additional measurements made along them. 
These routes are shown in dot-dash lines on the contour maps. One 
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Fig. 11—One-hundred megacycle profile— Berlin Road. 


route was through Philadelphia on Market Strect and out Lancaster 
Avenue. This route was chosen because of the hills it passed over on 
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the far side of Philadelphia. Readings were taken very close together 
along this route, and plotted as variation from the survey average, in 
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Fig. 12—Thirty-megacycle profile—Burlington Turnpike. 
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Fig. 13—One-hundred-megacycle profile—Burlington Turnpike and average 
profile around transmitter. 
decibels, at the various distances from the transmitter. Figs. 8 and 9 
are the curves obtained over this route at thirty and one hundred meg- 
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acycles, respectively. In the same figures are plotted the ground eleva- 
tion above a fifteen-mile chord. Some correspondence between the ele- 
vation and the field strength can be seen on these curves, most notably 
the high field strength at the brows of hills, but it shows that local con- 
ditions have a very large effect and at times completely mask the rela- 
tion between elevation and field strength. 

The second route selected was almost directly opposite the first, 
toward Berlin, New Jersey, and is most notable because of the steep 
hill about twelve and one-half miles from the transmitter. The curves 
for this route are shown in Figs. 10 and 11, and the increase in field 
strength at the brow of the hill is very noticeable at both thirty and 
one hundred megacycles. 

The third route is along the Delaware River on the New Jersey 
side, out the Burlingron Turnpike. This route is the most level of the 
three, and the signal remains the most constant along this route, as 
shown by Figs. 12 and 13. There is less built-up area along this route 
than either of the others, and this is also a factor in the reduction of 
field strength variations. 

Fig. 13 also shows the average elevation of the ground in all direc- 
tions from the transmitter. It is included for comparison with the other 
curves, and was obtained by plotting the average elevation along six- 
teen radii from the transmitter. The average ground level rises more or 
less uniformly to a distance of about ten miles from the transmitter 
and then levels off. Line of sight extends out to about ten miles, and 
remains approximately parallel to the ground to about fifteen miles 
from the transmitter. 

After the field strength contour map data had been obtained it 
seemed desirable to measure the signals actually obtained in some rep- 
resentative locations in order to relate better the field strength meas- 
urements with actual receiver performance that might be expected ih 
a home installation. Measurements were made at three locations, two 
in Haddonfield and one in Collingswood, New Jersey, identified as A, 
b, and C on the maps. In each case the field strength was measured һу 
ШЕ the car along the street in front of the house, and into the drive- 
way, and taking the average of the measurements thus obtained as the 
field strength outside the house. The receiver was then taken into the 
house and the actual microvolts on the antenna post measured for 
several different antennas in several different locations. Table I is a 
tabulation of the data thus obtained. 

The short antenna referred to in Table I has the length nearest to 
a half wavelength with which the greatest signal was obtained on the 
antenna post of the receiver. For thirty megacycles this length was’ 


x 
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twelve feet, and at one hundred megacyeles, five feet. These lengths 
are not a half wavelength because of the effect of the receiver input 
circuit on antenna resonance, and bear a different ratio to a half wave 
length at the two frequencies because of the different characteristics 
of the receiver input circuit at the two frequencies. 

The zeppelin antenna was the same at each location; a half wave- 
length vertical wire hung on the highest convenient point on the roof 
of the house, usually the pole supporting the broadcast antenna, with 
a fifty-foot transmission line leading down to the receiver in the living 


TABLE I 
Location A: A superior location, linc of sight, four miles from transmitter, elevation 35 feet. 


30 me 100 me 
Field strength outside of house 1330uv /m 1440ну /m 
Receiver Location 
ist floor (living room) 
Short indoor antenna* 34004uv 770ру 
Broadcast antenna 1570 264 
Zeppelin antenna to roof 8300 1920 
3rd floor (attic) 
Short indoor antenna 10800 1920 


Location B: An inferior location below line of sight, 52 miles from transmitter, elevation 50 feet. 


Field strength outside of house  - 450uv /m 150uv/m .. 
Receiver Location 
1st floor (living room) 


Short indoor antenna 1400uv 100ду 

Broadcast antenna 1080 105 

Zeppelin antenna to roof 600 180 
2nd floor (attic) 

Short indoor antenna 3000 == 


Location C: A superior location, line of sight, six miles from transmitter, elevation 110 fect. 


Field strength outside of house 480uv /m 480uv /m 
Receiver Location 
1st floor (living room) 


Short indoor antenna 18004v 240uv 

Broadcast antenna 1080 550 

Zeppelin antenna to roof 3000 1320 
2nd floor (den) 

Short indoor antenna 2250 640 
3rd floor (attic) 

Short indoor antenna 5650 1200 


* A wire twelve feet long for thirty megacycles; five fect long for one hundred megacyoles. 


room. The broadcast antenna was in each case the one used with a 
broadeast receiver and in no case was it an all-wave antenna or one 
designed for short-wave reception. No tuning was added to the antenna 
to increase the signal obtained. Where the measurements were made in 
rooms other than the attic, the receiver was placed in the position most 
suitable for the permanent installation of a radio receiver in that room, 
and it was not moved about in the room to find the location where the 
strongest signal was obtained. 

The three locations are all approximately in the same direction 
from the transmitter. An examination of the thirty-megacycle contour 
map shows a general indentation in the contours in this direction, in- 
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dicating that the general level of field strength was lower than in most 
other directions. Locations A and C were considered superior locations, 
but due to the general low signal the field strength measurements at 
these locations, plotted on Fig. 6, were below the survey average. Lo- 
cation B was considered an inferior location because it was below line 
of sight, and the field strength there fell further below the average. At 
one hundred megacyeles the contours do not show the general indenta- 
tion in this direction, and the field strength measurements at locations 
A and C lie above the survey average when plotted on Fig. 7, while 
that at location B is below, as would be expected. The difference be- 
tween superior and inferior locations is much greater at one hundred 
megacycles than at thirty megacycles. 

An interesting comparison of the effectiveness of transmission at 
thirty megacycles with that at one hundred megacycles under practical 
operating conditions can be made by applying the data given in Table 
I. The ratio (R) between the signal (in microvolts) on the antenna post 
of the receiver inside the house and the field strength (in microvolts 
per meter) outside the house was computed for the condition of the 
short indoor antenna, with the receiver on the ground floor. The aver- 
age ratio at thirty megacyles is 3.2 and at one hundred megacycles it is 
0.6. This ratio includes the effect of attentuation through the walls, 
reflections from the metal parts of the house, etc., as well as the effec- 
tive height of the antenna. 

Absorption and reflections are a function of the building construc- 
tion and are very erratic, so the ratio R would be expected to vary 
widely between different buildings and between different locations in 
the same building—the values of R derived from the measurements 
tabulated in Table I are therefore only an indication of what might be 
expected in locations similar to those in which the measurements 
were made. 

The factor of effective height of the antenna, which is also included 
in the general ratio R, is less dependent upon the location, and is pri- 
marily a function of the physical length of the antenna. The ratio of 
antenna lengths at thirty and one hundred megacyeles is 12 to 5 or 2.4. 
This makes up a large portion of the difference in the ratios R obtained 
at the two frequencies, which is the ratio of 3.2 to 0.6 or 5.4. 

Using the ratios (R) derived in this manner and the curves of Figs. 
6 and 7, the average transmitter power required to deliver one hundred 
microvolts to the antenna post of a receiver operated under the above 
conditions at various distances from the transmitter was computed. 
The results of these computations are plotted in Fig. 14. These curves 
give a practical indication of the increase in power required for a given 
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service at one hundred megacycles over that required at thirty mega- 
cycles, taking into account the difference in the transmission charac- 
teristics of the two frequencies and also the effectiveness of the half 
wave length antennas, wall attenuations, etc., at the two frequencies. 
Points were also plotted on Fig. 14 showing the transmitter power 
required to deliver the one-hundred-microvolt signal to the receiver in 
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Fig. 14—Transmitter power required to deliver one hundred microvolts to the 
input of the receiver when using a short indoor antenna on the ground floor 
of a house at the indicated distance from the transmitter. Points A, B, C 
are for the three test locations of Table I. Antenna length for one hundred 
megacycles, five feet; for thirty megacycles, twelve feet. 


the houses at locations A, B, and C, where measurements were actually 
made. The results presented apply only to the particular conditions 
under which the survey was made, and would be materially modified for 
other conditions. In particular, the transmittcr location and the char- 
acter of the surrounding territory will be a large factor in determining 
the service range. For a more practical installation the transmitter 
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antenna might be elevated considerably above the 200 feet used for this } 
survey. Increasing the transmitting antenna height would increase 
the service range, or, for a given service range, decrease the required 
transmitter power. It would also reduce somewhat the difference in 
power required at one hundred megacycles compared to that required 
at thirty megacycles, for a given coverage, since a greater portion of 
the transmission path would be through free space, where the attenua-. 
tion at the two frequencies is nearly the same, and a smaller portion 
through and near obstacles which attenuate the higher frequency more 
than the lower frequency. These factors are recognized, but since 
the survey was made for only one transmitter antenna height, no data 
are presented to indicate their magnitude. 
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A NEW METHOD OF MODULATING THE 
MAGNETRON OSCILLATOR* 


By 


JANUSZ GROSZKOWSKI AND STANISLAW Ryzko 
(State Institute of Telecommunications, Warsaw, Poland) 


Summary—In the new technique of the ultra-short waves the magnetron oscil- 
lator plays an important réle. The shortest wave lengths as well as the largest powers 
have been oblained by using magnetron oscillators. Its use for radio communication 
purposes was limited however by modulation difficulties. 

The method of modulating magnetron oscillators described here is based on the 
application of an additional electrode placed in the magnetron tube; the modulation 
occurs by varying the potential of this electrode. The first investigations of this method 
have dealt with the split-anode magnetron acting as the “dynatronic” oscillator (nega- 
live resistance type). Nevertheless further experiments are carried.on with the modula- 
tion of the “electronic” oscillator. 


Tur MODULATION OF MAGNETRON OSCILLATORS 


HE amplitude of high-frequency current in the oscillating cir- 
cuit of a magnetron Jose depends on the emission current Te, the 
anode voltage Fa, and the magnetic field strength 77, 


Tos = {de Ka, HM). (1) 


Thus the modulation of the oscillating current can be obtained by 
. varying one of these factors. 

In the ordinary magnetron tubes the modulation of the emission 
current with the help of the filament current variation cannot be used, 
because of the thermal inertia of the cathode. The magnetic field 
strength or the anode voltage modulation only can be used. 

Fig. 1 represents a static characteristic of the anode modulation, 
obtained under ordinary conditions in the magnetron oscillator. It 
is known that this kind of modulation is not satisfactory; the oscilla- 
tions start suddenly at a certain value of the anode potential, their 
amplitude remains constant in a certain range of voltage, and then falls 
rapidly to zero. 

Though by means of special adjustments this curve can be im- 
proved, nevertheless it is rather difficult to keep these adjustments 
stable in practical operating conditions. 

The unsatisfactory form of the static characteristic of anode modu- 
lation in the magnetron generator is due to the cutting action of the 
magnetic field; for a given anode potential F, there is only a limited 

1 Decimal classification: R148. Original manuscript received by the In- 


stitute, July 10, 1935. Abbreviated résumé from the paper in Polish, “Wiado- 
mości i Prace Państwowego Instytutu Telekomunikacyjnego," vol. 7, (1935). 
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value of the magnetic field strength H where the oscillations occur. In 
the cylindrical tube this field strength is determined by the “critical 
field” 6.79 

Н = VE, (2) | 


Ta 


where rais the anode radius. For constant field H the oscillations occur 
only in a small range of the anode potential E, according to (2). 
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In Fig. 2 is shown a family of static characteristics of the anode 
modulation for the different field strengths. 

From these curves we can deduce that the static characteristics of 
modulation by simultanous variation of Е, and H can be straight lines 
like AB in Fig. 2. Unfortunately, this method of modulation is com- 
plicated and rather useless for practical purposes. 


SPECIAL MAGNETRON TUBES 


From the above we see that the difficulties of the modulation of the 
magnetron oscillator are due to the interdependence which exists 
between the anode voltage and the magnetic field strength, given by 
(2). 

The fact that (2) contains the anode radius has suggested to us the 
idea of the design of a tube with the anode of a special shape. It was 
supposed that by suitably choosing this shape, (2) would be fulfilled 
for a constant magnetic field at different anode voltages. The anode of 
the designed tube had the form of a cutoff cone. It can be considered 
as a series of parallel connected elementary tubes of different radii. 

For a constant magnetic field and for varying anode voltages the 
high-frequency oscillations will be produced in the elementary tubes 
corresponding to the radii which fulfill (2). Therefore, by giving to 
the anode an adequate shape, it would be possible to obtain a uni- 
form inerease of the oscillating current with the rising of the anode 
voltage. 

The experiments carried out with such a tube showed however that 
this reasoning is right only for a series of independent tubes connected 
in parallel. But the characteristics of the tube with the conic anode 
differ only slightly from these with a cylindrical anode. This is probably 
caused by the existence of the space charge, which changes the electric 
ficld in such a way that even at the lowest anode voltage, which cor- 
responds to the oscillations occuring in the smallest anode radius, 
almost the total emission current reaches the anode and by this the 
oscillation energy remains constant in the whole range of the varying 
voltages. 


Tur Grip MAGNETRON 


The experiments described below show that it is possible to obtain 
a very good modulation by varying the potential of a supplementary 
electrode placed in the magnetron. 

In the tube designed and made in the vacuum laboratory of the 
State Institute of Telecommunications this electrode had the form of a 
cylindrical spiral placed like a grid in an ordinary triode, between the 


774 Groszkowski and Ryzko: Modulating the Magnetron Oscillator 


split anode and the cathode. This electrode will be called the grid, and 
the tube, the grid magnetron. 


Fig. 3 


The grid magnetron was examined in the circuit as shown in Fig. 
3. Both split anodes were joined together by the help of a metallic loop 
which constituted, with the interelectrode capacity of the tube, the 
oscillating circuit. This circuit was coupled inductively with the ther- 
moammeter circuit and with the dummy antenna circuit. The grid was 
shunted by a small condenser (150 micromicrofarads) to the cathode. 
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Fig. 4 
The modulation characteristics os — f(E,), i.e., the high-frequency 


oscillating current vs. direct-current grid-bias curve obtained by vary- 


ing E, at E, and H constant, are shown in Fig, 4 for some values of 
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anode voltages and magnetic field. These characteristics prove that a 
deep and distortionless modulation is possible. Fig. 5 shows the charac- 
teristics for the same anode voltage but for various magnetic fields. It 
is seen that in this tube the influence of the magnetic field on the grid 
modulation characteristics is considerably smaller than in an ordinary 
magnetron for anode modulation. That is the advantage of grid modu- 
lation, because the maintenance of the constant supply voltages is here 
not so critical as in an ordinary magnetron. 
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Fig. 5 


In the same figure are given the curves, grid current I, vs. grid po- 
tential E,. As these curves in the modulation range can be considered 
as straight lines, the grid resistance at the modulation frequency is 
constant and has the value of about fifty kilohms; the modulation 
power is therefore rather small. The above curves have been obtained 
for the wavelength of about 180 centimeters. T he wave length variations 
during the modulation have not been observed. The high-frequency 
output was determined by the help of the absorbing circuit with a in- 
candescent lamp checked by direct current. For the maximum value 
of the high-frequency current in Fig. 5 this value was of the order of 
two watts. It corresponds to an efficiency of about twenty per cent. 

This kind of grid magnetron modulation can be considered as the 
modulation by the variation of the total emission current in an ordinary 
magnetron. It results from the curves shown in Fig. 6 which give the 
dependence of the anode current, Ja, as the function of the grid voltage, 
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ЕК. (These curves were obtained simultaneously with those shown in 
Fig. 5.) By varying the grid voltage, ЕБ, we control the number of 
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electrons which take part in the production of oscillations. This reason- 
ing is proved by the curve, oscillating current Iose vs. total emission 
current, Ie given in Fig. 7. This curve has been obtained for a grid 
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nagnetron, the grid potential being zero, by varying the filament 
urrent, J;. Its shape is analogous to the shape of the curves in Figs. 4 
ind 5. 
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EFFECTIVE RESISTANCE OF CLOSED ANTENNAS* 


Bx 


V. I. БА5НЕХОЕЕ AND N. A. MJASOEDOFF 
(Central Aero-Hydrodynamical Institute in the name of Professor Joukowsky, Moscow, U. S. S. R.) 


Summary—This paper discusses the most desirable dimensions for closed 
antennas. The total resistance of the antenna is broken down into its several compo-. | 
nents. It is shown that the greatest losses are the diclectric losses in the earth and 
near-by objects, and formulas are given for calculating this component. Means are 
discussed for reducing the dielectric losses. 


I. INTRODUCTION 


HE resistance of a closed antenna is one of its fundamental 
parameters. As there are no formulas for determining this re- 
sistance, calculation of the constants of radio beacon transmit- 
ting antennas is not precise. Up to the present time, the problem of 
resistance of closed aerials is not quite clear and the limited available 
printed material does not permit making an estimate even of the 
ranges of resistance. | 

Starting with the experimental data obtained in co-operation with | 
other persons, we shall consider in this section the problem of the struc- - 
ture of resistance of closed antennas and by using a number of practical | 
considerations we shall make some indications as to the selection of the · 
fundamental dimensions of antennas. 

As we have shown previously,” the effective height of a closed an- 
tenna is largely dependent on the value of k =\/P, А being the working : 
wavelength and P the perimeter of the antenna. For large values of k, , 
the effective height of a closed antenna is small, due to the smallness 
of the distances between opposite situated elements of the antenna 
perimeter in comparison with the wave length. Each pair of elements, 
carrying currents 180 degrees displaced in phase, is only weakly radiat- 
ing. For small values of k, (k €2), the current distribution along the 
perimeter of the closed antenna is such that in both halves of the 


* Decimal classification: R125.3. Original manuscript received by the Insti- 
tute, July. 11, 1935; revised manuscript received by the Institute, November 
18, 1935. This is the third and last paper on the subject of the calculation of 
closed aerials. The first, by V. I. Bashenoff, “An abbreviated method for calcu- 
lating the inductance of irregular plane polygons of round wire," appeared in the 
Proc. I. R. E., vol. 15, pp. 1013-1039; December, (1927), with a supplementary 
note, Proc. I. R. E., vol. 16, pp. 1553-1558; November, (1928). The second, by 
V. 1. Bashenoff and N. A. Mjasoedoff, “The effective height of closed aerials,” 
appeared in the Proc. I.R.E., vol. 19, pp. 984-1018; June, (1931). This paper is 
chapter V of the book “Radio Range Beacons” by V. I. Bashenoff and N. A. 
Myjasoedoff, published in Russian by Swjaztecnizdat, Moscow, 1936. 

. 1 V. I. Bashenoff апа N. A. Mjasoedoff, “The effective height of closed 
aerials,” equation (бе), Proc. I. R. E., vol. 19, pp. 081-1018; June, (1931). 
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antenna perimeter, symetrically disposed with respect to the vertical 
axis, currents of different elements have different directions. This is 
the reason why the antenna radiates mostly upwards. (In using radio 
beacons we are mainly interested in the waves traveling along the 
ground surface, and the waves reflected from the upper strata of the 
` atmosphere may well be the cause of an unsteady operation of the 
beacon during the nighttime.) Therefore, for a given value of the active 
resistance, the estimation of the effectiveness of the closed antenna 
from its effective height should be calculated for the direction parallel 
to the ground surface. А 

Let us assume that the power of antenna is P4, the active resistance 
of antenna is Ra, and its effective height is he. 

Evidently the effective value of the current in the antenna is 
T=\/P,/\/Ra and the intensity of the field by the formula holding 
for ideal transmission is 


-120«Ih, 120r/Pa h he 
foe te ыы Кс ueque = C-s (1) 
Ad Ad МА М Ra 
© where, | 
120т/ Р, 
C= z = const, when ^ = const, d = const, and 
Pa = const 
. and, 
he 
Via 


The value of s which equals in meter-amperes the moment of the an- 
tenna current in the direction of the maximum radiation when Ра = опе 
watt, might serve as a criterion of the effectiveness of the closed an- 
tenna under different values of h. and Ra. 

Experience and theory prove that, with increage of k, he and Ra 
decrease simultaneously but that the decrease of Л, is the more rapid 
so that s=h./-/Ra decreases also. By decrease of k, s increases only 
up to a certain limit, since, when a certain value of k =А/Р (near to 
k =2) is reached the effective height of the antenna begins to decrease 
while the active resistance of antenna continues to increase. As a re- 
sult, we may expect the maximum of s=h.//Ra with values of k 
which more or less approximate to 2, and one of the fundamental 
problems of this paper consists in defining the most useful range of 
values of k considered from the standpoint of giving sufficiently large 
values of s. In examining this problem, we shall take into account the 
following practical considerations. The heights of radio beacon masts 
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I. INTRODUCTION 


HE resistance of a closed antenna is one of its fundamental 

parameters. As there are no formulas for determining this re- 

sistance, calculation of the constants of radio beacon transmit- 
ting antennas is not precise. Up to the present time, the problem of 
resistance of closed aerials is not quite clear and the limited available 
printed material does not permit making an estimate even of the 
ranges of resistance. 

Starting with the experimental data obtained in co-operation with 
other persons, we shall consider in this section the problem of the struc- 
ture of resistance of closed antennas and by using a number of practical 
considerations we shall make some indications as to the selection of the 
fundamental dimensions of antennas. 

As we have shown previously,* the effective height of a closed an- 
tenna is largely dependent on the value of =А/Р, A being the working 
wave length and P the perimeter of the antenna. For large values of k, 
the effective height of a closed antenna is small, due to the smallness 
of the distances between opposite situated elements of the antenna 
perimeter in comparison with the wave length. Each pair of elements, 
carrying currents 180 degrees displaced in phase, is only weakly radiat- 
ing. For small values of k, (k $2), the current distribution along the 
perimeter of the closed antenna is such that in both halves of the 

* Decimal classification: R125.3. Original manuscript received by the Insti- 
tute, July 11, 1935; revised manuscript received by the Institute, November 
18, 1935. This is the third and last poper on the subject of the calculation of 
closed aerials. The first, by V. I. Bashenoff, “An abbreviated method for caleu- 
lating the inductance of irregular plane polygons of round wire,” appeared in the 
Proc. I.R.E., vol. 15, pp. 1013-1039; December, (1927), with a supplementary 
note, Proc. I.R.E., vol. 16, pp. 1553-1558; November, (1928). The second, by 
V. I. Bashenoff and N. A. Mjasoedoff, “The effective height of closed aerials,” 
appeared in the Proc. I. R.E., vol. 19, pp. 984-1018; June, (1931). This paper is 
chapter V of the book “Radio Range Beacons” by V. I. Bashenoff and N. A. 
Mjasoedoff, published in Russian by Swjaztecnizdat, Moscow, 1936. 
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Bashenoff and N. A. Mjasoedoff, “The effective height of closed 
equation (6e), PRoc.-I.R.E., vol. 19, pp. 984-1018; June, (1931). 
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antenna perimeter, symetrically disposed with respect to the vertical 
axis, currents of different elements have different directions. This is 
the reason why the antenna radiates mostly upwards. (In using radio 
beacons we are mainly interested in the waves traveling along the 
ground surface, and the waves reflected from the upper strata of the 
atmosphere may well be the cause of an unsteady operation of the 
beacon during the nighttime.) Therefore, for a given value of the active 
resistance, the estimation of the effectiveness of the closed antenna 
from its effective height should be calculated for the direction parallel 
to the ground surface. : 

Let us assume that the power of antenna is P4, the active resistance 
of antenna is Ia, and its effective height is he. | 

Evidently the effective value of the current in the antenna is 
I-4/P4/ Сл and the intensity of the field by the formula holding 
for ideal transmission is 


120«Ih, 120т\/ Р he he 
Pes = 2 E — = (. = Cs (1) 
Ad Ad мл v Ra 
where, 
120v Pa 
C= T = const, when ^ = const, d = const, and 
Pa = const 
and, 
= (2) 
§ == —— 
v Ra ` 


'The value of s which equals in meter-amperes the moment of the an- 
tenna current in the direction of the maximum radiation when Рл = опе 
watt, might serve as а criterion of the effectiveness of the closed an- 
tenna under different values of he and д. 

Experience and theory prove that, with ineréase of k, he and Ra 
decrease simultaneously but that the decrease of he is the more rapid 
so that s=h,/ „л decreases also. By decrease of k, s increases only 
up to a certain limit, since, when a certain value of k=)/P (near to 
к —2) is reached the effective height of the antenna begins to decrease 
while the active resistance of antenna continues to increase. As a re- 
sult, we may expect the maximum of s=h,/ /Ra with values of k 
which more or less approximate to 2, and one of the fundamental 
problems of this paper consists in defining the most useful range of 
values of k considered from the standpoint of giving sufficiently large 
values of s. In examining this problem, we shall take into account the 
following practical considerations. The heights of radio beacon masts 


Й 
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do not usually exceed thirty-five meters (because of the inconvenience 
of having high masts near airdromes). At such heights it is not possible 
to design an antenna with a perimeter of more than 300 meters, since 
this would call for such great horizontal dimensions that it would create 
diffieulties when suspending the network, and it would make the net- 
work either a cumbersome structure or mechanically unsteady (vibra- 
tions of wires due to the wind, etc.). Apart from this, excessive dimen- 
sions of antennas for beacons operating on closed antennas are unneces- 
sary, since the range of these beacons at night is limited by the *night 
effect." 

In consideration of the above, as well as the fact that beacons in- 
tended for long-distance guidance of airplanes usually do not operate 
on wavelengths shorter than 600 meters (leaving ultra-short-wave 
beacons out of account), we get for a minimum value of Ё, 


600 


= — = 9 
300 


Кала “e 

In favor of the selection of kœ2 there is the following further con- 
sideration: As it has already been shown,! the angle y of the displace- 
ment of the current antinode in the case of electrical asymmetry of 
closed antenna is given by the formula 


Ci + C's T 4 oh 
coig ese totg — + 
C$ Ge e T(Ci — Co) 


where Co is the capacity of the closed antenna, and C, and С» are the 
capacities of the antenna terminals referred to ground. From this for- 
mula we find that the closed antenna is the more disposed to vertical 
effect (antinode current displacement greater) the smaller & is. The 
greater the value of k =\/P, the freer (other things being equal) is a 
closed antenna from the vertical effect, and the greater is the safety 
of operation of the beacon. 

Thus, when reviewing the problem of selecting the perimeter of a 
closed antenna we are limited by the condition 


Ё 


IV 


2 (3) 


The upper limit = А P will be defined, in agreement with experimenta] 
data, at a value of k for which s—A/4 Ra is beginning to decrease 
abruptly or at least is becoming substantially smaller in comparison 
with Smax- 

The conclusions and deductions relating to this problem are of no 
significance for marker beacons for blind landings as with such beacons 
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only short masts of six meters are usually used. The required range of 
action of this kind of beacon is not great (about 20 kilometers). 
Therefore, the perimeter of the antenna of a marker beacon must be 
considerably less than one which would be selected for use on a higher 
radio mast and k>2 (for marker beacon antennas, k~10—15). In 
view of the fact that the power of this type of beacon is known to be 
greater usually than that which is necessary for the required range of 


“action, the problem of calculating the parameters of the antenna to 


determine the range of action of the beacon is not of such significance 
in the marker beacon case as it would have been in the case of a large 
antenna for a long range beacon. 


II. Tue ErrECTIVE AND APPARENT VALUES OF THE 
Active RESISTANCE OF CLOSED ANTENNAS 


Before proceeding to the investigation of the above-mentioned 
problems, we shall define more exactly what is meant by the active 
resistance of a closed antenna. 

There is an evident relation connecting Ra, Pa, and I. 


Pa 


Ра = а, Ва = = (4) 


Let us start with а purely formal treatment of this relation. 
In the case of an antenna with an equal current distribution in (4) 
I might be supposed to be the eurrent in any point of the perimeter of 


" the closed antenna, since in all points of the antenna perimeter we have 


the same current and (4) has a definite meaning. 
Under a current distribution which is not quasi-stationary, the 


. value of Ry = P/I* is evidently dependent on the valuc of effective cur- 


rent which is assumed in this equation: whether it be the value of cur- 
rent in the antinode (Imax, Fig. 1), the value of current at the end (pin) 
or some intermediate value of current (J). Thus, in the case of nonuni- 
form distribution of current, the active resistance is the function of the 
co-ordinate of that point of the antenna perimeter where the current 
has the value to which the resistance is related. Therefore the concep- 
tion of the active resistance of the antenna has a meaning only when 
there is specified at the start that point of the antenna perimeter where 
the current to which we have agrecd to relate the resistance is supposed 
to be measured. | 

Limiting ourselves to the consideration of the cases whore the an- 
tinode of current is in the upper middle point of antenna (point 0, 
Fig. 1) let us agree to refer the resistance of the closed antenna to the 
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current in this point; i.e., to the current in the antinode. This is con- 
venient because of the following reasons: 

(1) With given dimensions and power the current at the ends of a 
closed antenna is subject to casual changes in a greater degree than the 
current in the antinode. The small changes in the capacity of the wires 
which carry the current to the ends of the antenna, the humidity of 
the soil, etc., all affect the value of the current in the antinode to a 
lesser degree than the currents at the ends of antenna. 


Vie. I—Current distribution in a simple loop antenna. 


2) By referring the active resistance and the effective height (as 
was done earlier in this treatise) to the current in the antinode, we 
provide the possibility of a more exact calculation of the range of 
аспон of the antenna. Indeed, by changing the form of the closed an- 
tenna, the curve of the current distribution as a funetion of k=\/P 
does not maintain its forti. 

Nevertheless, when making ealeulations of effective height based 
on the current in the antinode, we may make use of the conception of 
a сохі current distribution =. eos Эту N as this eannot lead to 
erent errors dn esleulsitions of the intensity of the antenna field. On the 
contrary, ii we refer the effective height of the elosed antenna to the 
eurrent st dts terminal points and apply this theoretical law of current 
distribution we should faece the probability of gross errors! As the ratio 
ef theo eurrent da the sntinede to the current at the end eannot be eal- 
енер with suffielent exaetuess neeording to theoretieal formulas, 
then dt would be best when referring the effective height to the eurrent 
in the antinede to refer the aetive resistance to the same current also, 
thus avoiding the necessity of an inaccurate recount. The latter is a 
definition ef resistance referred to the current in the antinede according 
tothe eertain value of resistanee related to the current at the ends of 


Decet, Fie ty theoreties) and setusl eurves of eurrent distribution, 
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ntenna. By knowing the effective height (Л) and active resistance of 
he antenna (Ra), both referred to the same current, we may define 
=h,/V/ R4 and then we may easily define the meter-ampere moment 
£ the current of the radiant aerial (S) by 


S = v Pass. : (5) 


part from these conclusions, which are based on practical considera- 
ions, on the one hand, and on purely formal considerations on the 
ther, it is necessary to understand that the conception of active resist- 
ince, referred to the current in the antinode, corresponds in a greater 
legree than does any other treatment of the conception of active re- 
sistance of closed antennas to the real picture of phenomena that take 
Ласе during the operation of the antenna. Fundamentally it is the 
nore correct conception. 


C. 
E 
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Fig. 2—Diagram showing the paths for capacity currents in the vicinity 
of a loop antenna located near the ground. 


Let us assume (see Fig. 2) a closed antenna a0b, situated in the 
vicinity of the ground. The current Imax in the upper middle point of the 
antenna (point 0) is fixed partially by the capacity of Co (current Imin) 
of the condenser joined between the terminal points а and b of the 
antenna, and partially by elementary capacities 


С ү . 
Ch, C», Cs, P "rss Съ Cy’; О’, 6, Du 


(currents й, de, ts, * * 145 4, о ST 
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so that, 


In = І, + 2; +7, (6) 


Te 


where Iar = Imax and Im = Imin. 


The power of the antenna is composed of power losses in the resistance’ 


Ту, Ta 7 т, and in the resistance of the antenna wire; power losses in 


eddy currents which are produced by the antenna in the earth and in | 


surrounding objects; and losses from power radiated. The amount of 
these various power losses divided by Ју is the active resistance of 


the antenna related to the current in the antinode.? Thus, by using the : 
conception of the active resistance related to the current in the anti- - 
node, we take as a basis not only a purely formal application of (4), · 
(which could have taken place, for example, in the case of referring ' 


active resistance and effective height to the current Jy, as then the 
problem of the dimensions of the current J would be of no interest) but 
also by using the conception of active resistance related to the current 
I we proceed from the actual picture of currents in different elements 
and take into account all currents and powers. 

Therefore, we shall term the active resistance of a closed antenna 
related to the current in the antinode its effective active resistance, R, 


Pa 


Ix? 


= R. (T) 


Notwithstanding the principal merits and all the conveniences of 


using the conception of the effective active resistance as enumerated 
above, it happens that on some occasions it is possible to make an ap- 
proximate judgment as to the power in an antenna by the current In 
at the terminal points a and b, as that current is more accessible to 
measurement. 

By terming the resistance related to that current as apparent active 
resistance and denoting it by Ёк, we have 


Ry = (8) 


=; К 


Assuming that the distribution of current follows the law 


jus same as in "Principles of Radio Communication," p. 168, Morecroft, 
1933). 
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2т2 
I = Im cos — 
À 


then, 


2r: P/2 T T 
Im = In cos ч — = бос = Tareos- 


and, 


: | (10) 


R; = k-— . 
á cos? т/Ё 


Actually! the ratio Iy/I,is different from its theoretical value for 
different antennas in different degrees. Therefore, we shall accept 
In 


Га VI) (11) 


where k=)/P and y(k) is a function graphically represented in Fig. 3. 
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Fig. 3— Curves showing the variation of several functions vs. b, where k is 
the working wave length divided by the perimeter of the loop. 


Wk) = = $0) = kU — v(k) 


M 


Туг]? 1 Tp 
»- [9-5 
Im v (Ic) 


This function has been obtained by working up the data of numerous 
experiments to obtain, for instance, the curve of average values Г„/Тм 
for elosed antennas of different dimensions and configurations. It is 
understood that the result of calculations which is based on (11) cannot 


! Loc. cil., Fig. 7. 
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claim an absolute exactness. However, this result, in a great majority 
of cases, will be more nearly correct than calculations based on the 


purely theoretical formula (10). 
Assuming that 
SIN? ` 1 2 
("Gel a 
Im y (k) 


Ry = R-F(k). (13) 


we obtain 


The function F (k) is represented in Fig. 3. 

Although, in the preceding exposition, the meaning of the term 
*apparent active resistance" is made sufficiently clear, still we shall ex- 
plain it in an example. Suppose the antenna (represented in Figs. 1 
апа 2) works at its natural wave length, so that the current in the points 
a and b equals zero and the picture of current distribution is similar to 
what is represented in Fig. 4. Because I, —0 we obtain Re=Pa/ (Im)? 
= оо, In spite of this the power in an antenna and the current in the 
antinode do not equal zero! In this case, although the needles of the 
antenna ammeters are at zero, the antenna radiates, and in most cases, 
more intensively than at wave lengths greater than its natural wave 
lengths. 

For the power in the antenna which is calculated from the current 

“Im and resistance R, we obtain an expression of indefinite kind Pa 
= (1,2): .,=0- оо which indicates the artificiality of the conception of 
‘apparent active resistance, generally, and the absolute impossibility 
of using this conception in the case of waves which are close to the na- 
tural wave length of the antenna. 

Lack of proper understanding of the effective and the apparent 
values of antenna resistance and radio loops was the reason for the 
erroneous deductions of some investigations’ on the subject of the most 
profitable conditions of use of these antennas. 

In order to make proper judgment from the current Im of the radia- 
tion of a closed antenna, whose antinode of current is on the top, it is 
necessary to know the actual dependence of Im/Iar on k that permits 
one to define the moment of the antenna current (helar) where Л, is 
effective height referred to the current in the antinode. Obtaining this 
dependence is possible only by means of experiment. It is necessary 
to realize, however, that when the waves are close to the natural wave 
length, any calculation of the moment of the current of a closed an- 
tenna will be sufficiently exact only if it is based on a direct measure- 
ment of the current in the antinode, as the natural wave length of the 


з D'Armagnat, a French book, (1917). 
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antenna is not entirely invariable. To a certain degree it depends on 
the nature and conditions of the ground. 


III. COMPONENTS or THE [EFFECTIVE RESIST- 
-ANCE OF A CLOSED ANTENNA 


Nomenclature. 

Рл —full power of antenna | 

Ра = power losses in heating the antenna wires 

P= power lost in eddy currents induced by the antenna in the 


ground 
Р dielectric loss power; i.e., the power lost due to the passage of 
currents (4, s, ^ - - , tn) in the ground 


P;-radiated power. 
In accordance with Section II 


Pa = Ра + Po + Pr Ру = Тм?К, 


hence, 
Р» Ре Pr Ps 
R = — + + + = Ro + Ro + Ri + Rz (14) 


Ім? Тм? Тм? 1м? 


where, 
Г о= Ро/ I? = resistance of wire antenna 
Rc — Pc/ I? = resistance equivalent of the dielectric losses 
RL,-P;/Iy?—resistanee equivalent of the losses due to eddy cur- 
rents induced by the antenna in the ground 
Rz-Pz/Iy?-radiation resistance. 
Let us examine each of the components of effective resistance of a 
closed antenna. 


1. Resistance of Antenna Wires Ita. | 
'The resistance might be calculated by formula 


Ra == Pri: a: (15) 
where, + 

P — perimeter of antenna 

r, = direct-current resistance (one meter of antenna wire) 

о = coefficient denoting how many times the wire resistance, for 
the given frequency, is greater than its resistance to direct 
current 

8=coefficient accounting for the current distribution not being 
quasi-stationary. 

Coefficient a in the first approximation might be calculated by the 
formula 
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a = 0.05d4 d. (16) 
p 


f=frequency in cycles 
а = wire diameter centimeters 
p —specific resistance in microhms/em*. 


It is, however, necessary to bear in mind that calculations for the an- 
tenna depend in a great degree on the construction of the cable; that 
is, on the number of cores and the diameter of each core. 

Coefficient 8 might be defined on the basis of the following consider- 
ations: 

Let the resistance of a unit length of the antenna wire be Ji; = R/P. 
The power consumed in an elementary length of wire dz vill be 


dP = I?R,dx 


or, assuming that the distribution of current is in conformity with the 
law 


2zx 
I = Im cos — 
A 
2тх 
dP = Im?-R, cos? pai. 


Power consumed in heating all the antenna wires is 


тї? 1 sin 2r/k 
P. sz 2f dP = Ix? R i P| — {1+ ue 
0 2 2r/k 
: 1 sin 2z/k 
= Jy*-R|—(1+ — 
2 2т/Ё / 


һепсе, (17) 
Be Е (i 3 sin 2z/ 2] 
2 2/1 
where А = А/р. 
е pres of 8 on k for kz2 is represented graphically in 
"ig. 4. 


2. Resistance Equivalent to the Eddy-Current Losses. 
This resistance is known to be proportional to the square of the 
frequeney > 
Rz = Aw’, (18) 
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3. Resistance Equivalent to the Dielectric Losses. 


Generally speaking, the dielectric losses are proportional to the 
wave length. In calculation of the dielectric loss in the. ‘earth for 
open antennas the formula of M. W. Schouleikin! c = AM Ao is largely 
used in the U.S.S.R. In this case it is necessary to take into considera- 
tion that these losses are the result of currents through the earth 

dado, «+ + Ín (вее Fig. 2). Thus other conditions being equal the dielectric 
losses increase nearly in proportion to that part of the maximum cur- 
rent (Гм) which flows through the exter nal medium; i.e., in proportion 
to the relation of the current Гу — Im to the current Гь. 
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, Fig. 4—Curve showing the dependence of 8 on k, where 8 is а coefficient used 
in (15) for taking into account the current distribution in a loop. 


Proceeding from a cosine current distribution there is no difficulty 
. in obtaining 
I I 2r: P/2 
M — Iu cos ———— 
Ім = Im A T 
ESTIRA = 1 — cos —: 
1м 1м k 


е 


Power losses, and hence the resistance Re, are proportional to the 
square of the current which produces these losses and consequently Jv. 
is proportional to (1— eos т/%). 

Taking into consideration. the proportionality of -R also to МАМ, 
which can be computed as proportional to k —A/P (because this ratio 
has a very low range of variation) we can write 


2 
Re = E — d 
k 


4 “Radiotechnik,” (in Russian), No. 14, pp. 402-422; February, (1921). 


790 Bashenoff and Mjasoedoff: Resistance of Closed Antennas 


where B is the proportionality factor or 


Ro = B-P-®,(k) (19) 


k ) (199 


where, 


(k) = «(a — cos 


As we have stated above, the curve V(k), represented in Fig. 3, 
shows values of J,,/Z which are closer to reality than the theoretical 
formula 

2r: P/2 
Гм cos ———— 
T À T 


— = -e08—- 
1м 1м k 


Therefore, we shall use the curve V(k) in order to obtain the multiplier 
defining R.. From 1,/I, —(k) it is not difficult to obtain 


Iu = Im -1- 4) 
Iu 
and then using arguments identical to those just stated 
Re = B-k[1 — y(k) ? = B- ®(k). (20) 
The function Ф(/) is represented in Fig. 3. 


4, Radiation Resistance. 


In most cases the radiation resistance of a closed antenna is very 
small in comparison with other components of R4. 

Assuming that the earth is an ideal conductor, we have for an an- 
tenna with uniform current distribution 


2 
Rz = 1600 — (21) 
A? 


he = ——. 


For rough calculations this formula (21) might be used also in the 
case of nonuniform current distribution, assuming as a first approxima- 


tion that the polar diagram of the radiated intensity of a closed antenna . 


in its own plane is a circle and that generally the diagram of a closed 
antenna with nonuniform current is the same as in the case of uniform 
current distribution and ideally conducting earth. 
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ГҮ. EXAMINATION OF EXPERIMENTAL Data. EMPIRICAL FORMULA FOR 
THE CALCULATION OF THE RESISTANCE OF CLOSED ANTENNAS 


Let us consider the experimental data. Curves 1 and 2 of Fig. 5, 
and curves 1 of Figs. 6, 7, and 8 represent the results obtained from 
experiments on the dependence of Ron the wave length and onk =)/P 
for different closed antennas. (The data of these antennas are shown in 
the figures.) 

Measurements of R were made by inserting а standard resistance 
into the antenna at the antinode (the top point of antenna) and meas- 
uring the current ratio resulting with the standard inserted and with 


lg) — 280 з J60 400 440 480 520 $60—À, 
2 25 3 3,5 4 4,5 —> K p= дм 
4 5 6 7 8 LARA EP 


. Fig. 5—Resistance at the center of a closed loop antenna vs. wavelength and 

the perimeter kp of the loop. 

Curve 1, measured values of total resistance of kp =120 meters. 

Curve 2, measured values of total resistance for kp =60 meters. 

Curve 3, calculated resistance for kp 2120 meters and A = 10, includ- 
ing conductor and diclectric losses. 

Curve 1’, calculated resistance of loop conductors only, for kp=120 
meters. 

Curve 2’, calculated resistance of loop conductors only, for ёз = 60 
meters. 


1 


the standard short-circuited. There existed a very Weak coupling be- 
tween the antenna and a sufficiently powerful generator. If the above- 


mentioned ratio is a, 
a 


R= Ret 

l—« 
where Лы is the resistance of the standard. As the currents in the an- 
tenna were so small that they were not directly measurable (voltage at 
the antenna terminals being of some volts) it became possible, on the 
one hand, to make a standard resistance out of very thin nichrome 
wires, thus providing the absence of capacity and inductance, and, on 
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the other hand, it was necessary to resort to indirect measurement of 


a. For this purpose a vacuum tube voltmeter was used for measuring 
the voltage at the terminals of a turn of wire placed on the ground at 


some distance from the antenna. There was no direct connection be- 


tween the turn and the generator. The standards had different resist- 
tances and each measurement was made twice with two standards of 


different resistances. The difference between the measured values did. 


not exceed three per cent. As a rule, for each curve the measurement . 


was taken twice. Tuning of the closed antenna was made with an ad- 
justable condenser, the latter being inserted parallel to the antenna 
terminals. Measurements of R were made with k=)/P=2 to 7. Al- 


TEHHEHHHH 
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Fig. 6—Resistance of a triangular antenna vs. 5, where the loop perimeter is 
0 meters. 

Curve 1, experimentally determined. 

Curve 2, caleulated with 4 —17. 
though not all of the material obtained from the experiment is repro- 
duced in this paper we may say, however, that the curves here are 
typical and that all of the deductions concerning these curves are true 
also for the curves not mentioned here. 

When the above-mentioned experimental curves are examined one 
immediately notices a pretty abrupt increase of R with a decrease of 
k=)/P which takes place in the range 5 —6 to 2. The nature of this 
phenomenon might be explained by Fig. 5. Curves 1 and 2, shown 
in this figure, were taken in the same range of wave lengths, the an- 
tenna perimeter of component curve (1) being 120 meters, and the 
range being k —2 to 4.5. The range for curve (2), P=60 meters, is k= 
4 to 9. 

In spite of the sharp ascent of curve (1) the ordinates of curve (2) 
with decreasing k, increase comparatively slowly. It is evident, then, 
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that the change of the wave length is not as important as the change of 
the ratio k of the wave length to the perimeter and the change of that 
part of the maximum antenna current (In) which flows in the external 
medium. With k —6 to 7 the distribution of current becomes practically 
uniform and the currents that are completed through the external 
' medium become almost equal to zero. In the range of k=6 to 2, with 
' decrease of k, these currents increase sharply and contribute to the 
increase of f. 


Fig. 7—Kesistance of a five-sided antenna. 
Curve 1, experimentally determined. 
Curve 2, calculated with A =10 and radiation resistance included. 

Evidently the reason for the increase of R is in the increase of earth 
losses with decreased & and increase of currents completed through the 
external medium. 

It is necessary to note that this conclusion is not based on the data 
of a single case since the curves in Fig. 5 are typical. 

Let us continue the analysis of experimental data. It is fairly well 
known that among parasitical losses in open antennas, the losses in 
the earth due to dielectric hysteresis are most important (formula by 
M. W. Schouleikin, №, = A3/X;). It is only natural to assume the exist- 
ence of parasitieal losses of the same character in closed antennas as 
well. 

In the above relation we had as the dielectric loss in a closed an- 


tenna 
Re = A®P(k). 
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Having as our problem the ascertaining of the nature of R and the 
obtaining of a formula for rough calculations only, as a first approxi- 
mation we may neglect the existenee of any other components (the 
resistance [fz of radiation in a given case is small), apart from R, and 
Ro (Rais the loss in heating of the wires). The curve Ro of an antenna 
with P equal to 120 meters which was obtained by calculations is re- 


presented in Fig. 5 (see curve 1’). Further calculations show that with ' 


A —10 we obtain the theoretical curve of R (Tig. 5, curve 3) which is 
fairly close to the experimental curve. 
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Fig. 8—Resistance of a triangular antenna vs. k, where the loop perimeter is 
170 meters. 
Curve 1, experimentally determined. 
Curve 2, calculated with А —17. 


This permits us to make an assumption as to the possibility of con- 
structing for R an empirical formula 


R = Rz + Rot Re = Rs + Ro + AG(h), (22) 


The analysis of a number of experimental curves (Jigs. 6, 7, and 
8, together with others not included in this paper).shows that it is 
always possible to select a value A in the region A — 10 to 20 such that 
the theoretical eurve drawn from (22) will satisfactorily coincide with 
a curve obtained experimentally for closed antennas whose lower wires 
are sufficiently distant from the ground (the height of the lower wire 
above the ground is not less than twenty-five meters and about twenty 
per cent of the mast height). 

As long as all the experimental data are represented by the formula 
R-—HRzJd-Re--A(k) with А —10 to 20 we may consider that the re- 


Bashenoff and Mjasoedof[f: Resistance of Closed Antennas 795 


sistance of a closed antenna consists fundamentally of the resistance of 
- the losses in wire heating, resistance in earth losses in dielectric hysterc- 
_ Sis, апа radiation resistance (the latter in most cases might be disre- 

: garded in comparison with (Ro+Rec)). 
For a rough definition of R the following formula might be recom- 
` mended: 
i R = Roa + Rx + 15Ф(Ё). (23) 
For conservative calculations, the following formula may be used: 
R = Ro + Rz + 209). (24) 


For the curves of Fig. 6 (triangular antenna with perimeter P — 60 
meters) the height of suspension of the lower wire above the ground is 
2.5 meters (tho full height of a mast is 10.1 meters) satisfactory correla- 
tion of calculation and experiment is obtained at А —17. Fig. 7 (five- 
sided antenna) where the radiation resistance is taken into account 
(calculating roughly by Ех = 1600 h2/) will be satisfied by A —10. 
For Fig. 8, (P=170 meters, triangular antenna, height of mast 25 
meters; suspension height of lower wire 4.5 meters) a value of A=17 
was used in calculating curve 2. 

The antenna and curve of resistance of a closed antenna which was 
| used by Jackson and Bailey? are represented in Figs. 9 and 10. Fig. 10 
- gives their curve (see their Fig. 31) drawn in our co-ordinates. 
Considering the lack of any data on the material of the wire of the 
, antenna and on the method which was used in measuring its resistance, 
we assume that the measured resistance is referred to the current at 
the end; i.e., it represents the “apparent active resistance.” 
In Section II, equation (13), we obtained E; = RI'(k), where P'(I) 
is to be taken from Fig. 3. By assuming А —20 and to —49 and making 
the calculation of the antenna resistance according to the formula 


В, = RF(k) = [4 + 20Ф(0) ] (E) 


the theoretical curve will be fairly close to the experimental one. For 
an antenna having a perimeter of 200 meters Murphy and Wolf? ob- 
tained at A= 1000 meters, a resistance equal to eleven ohms. Assuming 
that this resistance is referred to the current at the ends of antenna, we 
can calculate it by the formula 


В, = [Ro + Ф(У)]Е(®). 
Assuming at the same time that A =15 and (due to lack of accurate 
data) Ro=32 
5 Jackson and Bailey, Proc. I.R.E., vol. 18, pp. 2059-2101; December, 


(1930). 
6 Jour. Soc. Automotive Eng., vol. 19, p. 209; September, (1926). 
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R = [3 + 156(5)]F(5) = [8 + 15 x 0.183]1.89 = 10.850. 


As Ro is evidently not less than one ohm and not more than five ohms: 
the error here is not more than two ohms; i.e., not more than eighteen : 
per cent which is permissible in our premises. | 
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Fig; 9—Sketch of radio range beacon loop with curves 
showing measured resistance and inductance. 
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Fig. 10—Curve 1 is the measured resistance curve from Fig. 9 replotted against 
k as abscissa. Curve 2 shows the calculated values. | 


We wish to note once more that formulas which we recommended | 
for rough calculation and definition of range fè are good only when the 
lower wires of an antenna are sufficiently distant from the ground, that | 
is, when the height of suspension of these wiresis not less than twenty-five | 
meters and about twenty per cent of the mast height. Nonobservance of 
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‘the latter may cause an important increase of R especially with k close 
го 2 (see Fig. 3). 
à By reason of the aforesaid, it may be asserted that the fundamental 
| component of antenna resistance of a closed antenna is the resistance 
Re, the equivalent of the loss in dielectric hysteresis in the earth. This 
assertion leads to the conclusion that № may be calculated by the for- 
mula 


R = Во + Rz + A9 (k). 


N 


Tig. 11— Measured resistance of the loop shown in the sketch for different 
heights of the lower wires above ground, showing the rapid decrease in 
dielectric loss for small values of k as the lower wires are raised. 


But there are not sufficient data to determine the nature of the coef- 
ficient A and the nature of its dependence on the quality of the ground, 
configuration of closed antenna, etc. 

Therefore the empirical formula (22) may serve only as an under- 
standing of the physical nature of Fe and for very rough calculations. 

Tig. 11 shows the measured resistance of the loop indicated in the 
sketch for different heights of the lower wires above ground. It shows 
how the dielectric losses rapidly decrease as the wires are raised, es- 
pecially for small values of k. 
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V. SoME CONSIDERATIONS ON THE SELECTION OF THE PERIMETER 
AND OTHER DIMENSIONS OF A CLOSED ANTENNA 


In Section I, in assuming the requirements for the steady operation . 


of a closed antenna and a beacon as a whole, we have confined ourselves 
in the selection of the perimeter of a closed antenna by the condition 


kz 2. In the same paragraph we have pointed out that the magnitude , 


h././R which equals the meter-ampere moment of the antenna current, 
at Ра =опе watt, in the direction of maximum radiation, must have 
its maximum at a value of Ё close to 2. . 
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Fig. 12—Curves showing the relation between Һм vs. k, where he is the 
effective height of the loop. 


Curve 1, for perimeter of 120 meters. 

Curve 2, for perimeter of 60 meters. 

Curve 3, for perimeter of 110 meters, five-sided loop, (see Fig. 7) height 
of mast, 17.5 meters, mean height of the lower wires above ground, 3 meters. 

Curve 4, for perimeter of 170 meters, triangular loop (see Fig. 8). 


As this magnitude may be of use as one of the criteria of the effec- 
tiveness of the antenna, it will be of interest to find out how abruptly 
the curve falls off s=h./.\/R=¢(k) = V(k) in the vicinity of the maxi- 
mum and at what value of k the maximum is obtained. 

We shall abstain from a theoretical examination of this problem 
and restrict ourselves to showing several curves of h,/ A/R —(k) ob- 
tained experimentally. 

In Fig. 12 such curves for antennas are represented to which the 
previous figures are related. In order to construct these curves, experi- 
mental values of R were used, and the values of h, were caleulated by 
formulas in our previous article.! 
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All of the curves cited here are typical and a number of curves not 
shown do not differ from them fundamentally. The curves h,/4/ R for 
closed antennas are characterized by the presence of a sufficiently 
blunt maximum at k=2.5 to 3.5. For the range of k=2 to 4.5 and in 
some cases for the range of k=2 to 6, the value h./\/R might be con- 
sidered as almost constant. 

In comparing curves 1 and 2 (they correspond to antennas having 
perimeters of 120 and 60 meters, respectively, with the same mast 
height and suspension height of the lower cables) we find that at a 
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Fig. 13—Curves showing effect of the loop perimeter on the efficiency of radia- 
tion. The loop perimeters are 120 meters for curve 1, and 60 meters for 
curve 2. The ordinates for curves 1 and 2 are proportional to the effective 
height of the loops. The ordinates of curve 3 are proportional to the power 
gain due to increasing the loop perimeter from 60 to 120 meters. 


given value of k, the values EVA R for the curves differ little one from 
another. Therefore, for a given value of ^, the antennas with greater 
perimeter which correspond to these curves will be more efficient and 
consequently, at a given value of ^, are preferable to antennas which 
have k smaller. Once more we have to note that in the range k=2 to 6, 
at reduced k, А, is increasing in most cases. 

If the selection is made of too small a value of & (of the rate 1), it 
is necessary, as it has been already pointed out, to expect a decrease of 
h,/ a/R because he decreases while It rises continuously. 

These conclusions are confirmed by the data in Fig. 13, represent- 
ing the dependency of S=h./V/R on X. For the two closed antennas 
with which we are familiar, namely those for which P=120 meters 
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and P = 60 meters, the antenna having the perimeter of 120 meters has 
a higher value of S throughout the whole range of wavelengths from 
240 to 560 meters. Curve 3 of Fig. 13 shows the dependence of [( Sp = 
120m)/(Sp —60 m)]? on X. As the power in the antenna, other things 
being equal, is proportional to S?, curve 3 shows to what degree the 
power of the generator may be diminished due to the change from a 
small antenna (P =60 meters) to an antenna with a larger perimeter 
(P =120 meters) without changing the current moment of the antenna. 

As long as the curves cited here are typical, we note that it is nec- 
essary to take, if possible, a perimeter of the antenna which would 
give, with the shortest wave of the given range, kcz2. 

When such a selection of the perimeter is inconvenient, because of 
constructional considerations, and we have to select a smaller perim- 
eter, then it is necessary to take the perimeter of the closed antenna as 
large as possible. 


VI. Some METHODS or INCREASING THE EFFICIENCY Factor 
OF CLOSED ANTENNAS 


Dealing with radio beacons, we note that the efficiency factor of 
the closed antenna is usually very small and amounts to a few per cent 
at best, since the values usually met are k> 2, and the radiation resist- 
ance / з has the order of magnitude of tenths of an ohm. 

However, operating with <2 and using special methods in order 
to diminish parasitic losses, it is possible to obtain an important in- 
crease of the efficiency factor of a closed antenna made by the authors 
in 1930. 

One possible means for attaining this object is to place a tuned or 
untuned screen between the closed antenna and the ground. Fig. 14 
represents a sketch of an antenna and screen as well as curves for R, 
one with a screen, another without it, which illustrate the expressed 
statement. The point marked a (R=7.7 Q with k—2.35) was ob- 
tained by tuning the screen. Fig. 14 shows that by receiving with the 
screen, the currents of the closed antenna which otherwise are com- 
pleted through the external medium, we may greatly diminish the 
earth losses (in this case more than twice).? 

This method is not of great practical value to radio beacons, since 
the range of beacons with closed antennas is limited in practice by other 
factors (night effect) to a greater degree than by the small efficien cy of 
the antenna. 

The possibility of reception using a closed antenna with a mast 


7 See also R. H. Barfield and N. A. Mjasoedoff, Jour. I.E.E. (London), vol. 
76, p. 48. 
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; height ranging around 4/10 and efficiency factor ranging from forty 
i to fifty per cent is of some interest, independently of its use as a radio 
+ beacon. In some cases the closed antenna with a relatively high ef- 
ficiency factor (particularly in co-operation with an open antenna for 
radiation with a cardioid diagram) might serve as a very simple but 
. sufficiently effective radiating antenna, operating at medium and 
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Fig. 14—Sketch showing screen under closed loop for decreasing ground losses 
and curves showing measured decrease in resistance due to use of the 
screen. 

Upper curve, resistance when no screen was used. 
Middle curve, resistance with untuned screen. 
Point a, resistance with tuned screen. 

Lower curve, loop conductor losses alone. 


medium high frequencies. Intensive radiation of a closed antenna up- 
wards could be used at nighttime. ' 

Especially great possibilities could be derived from a closed antenna 
in radio transmitters with a combined wave range if, for the short- 
wave range, it is excited by high harmonios.* 
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and P —60 meters, the antenna having the perimeter of 120 meters has 
a higher value of S throughout the whole range of wavelengths from 
240 to 560 meters. Curve 3 of Fig. 13 shows the dependence of [(Sp — 
120m)/(Sp —60 m)]? on X. As the power in the antenna, other things 
being equal, is proportional to S?, curve 3 shows to what degree the 
power of the generator may be diminished due to the change from a 
small antenna (P —60 meters) to an antenna with a larger perimeter 
(P —120 meters) without changing the current moment of the antenna. 

As long as the curves cited here are typical, we note that it is nec- 
essary to take, if possible, a perimeter of the antenna which would 
give, with the shortest wave of the given range, kcz2. 

When such a selection of the perimeter is inconvenient, because of 
constructional considerations, and we have to select a smaller perim- 
eter, then it is necessary to take the perimeter of the closed antenna as 
large as possible. 


VI. Some METHODS or INcREAsING THE EFFICIENCY FACTOR 
OF CLOSED ÁNTENNAS 


Dealing with radio beacons, we note that the efficiency factor of 
the closed antenna is usually very small and amounts to a few per cent 
at best, since the values usually met are k> 2,and the radiation resist- 
ance J? з has the order of magnitude of tenths of an ohm. 

However, operating with k<2 and using special methods in order 
to diminish parasitic losses, it is possible to obtain an important in- 
crease of the efficiency factor of a closed antenna made by the authors 
in 1930. 

One possible means for attaining this object is to place a tuned or 
untuned screen between the closed antenna and the ground. Fig. 14 
represents a sketch of an antenna and screen as well as curves for R, 
one with a screen, another without it, which illustrate the expressed 
statement. The point marked a (R=7.7 Q with k=2.35) was ob- 
tained by tuning the screen. Fig. 14 shows that by receiving with the 
screen, the currents of the closed antenna which otherwise are com- 
pleted through the external medium, we may greatly diminish the 
earth losses (in this case more than twice).7 

This method is not of great practical value to radio beacons, since 
the range of beacons with closed antennas is limited in practice by other 
factors (night effect) to a greater degree than by the small efficiency of 
the antenna. 

The possibility of reception using a closed antenna with a mast 


z 7 з also В. Н. Barfield апа N. A. Mjasoedoff, Jour. I. E.E. (London), vol. 
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: height ranging around 4/10 and efficiency factor ranging from forty 
to fifty per cent is of some interest, independently of its use as a radio 
beacon. In some cases the closed antenna with a relatively high ef- 
ficiency factor (particularly in co-operation with an open antenna for 
radiation with a cardioid diagram) might serve as a very simple but 

sufficiently effective radiating antenna, operating at medium and 
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. Fig. 14—Sketch showing screen under closed loop for decreasing ground losses 
and curves showing measured decrease in resistance due to use of the 
screen. . 

Upper curve, resistance when no screen was used. 

Middle curve, resistance with untuned screen. 

Point a, resistance with tuned screen. 

Lower curve, loop conductor losses alone. 


medium high frequencies. Intensive radiation of a closed antenna up- 
wards could be used at nighttime. ' 

Especially great possibilities could be derived from a closed antenna 
in radio transmitters with a combined wave range if, for the short- 
wave range, it is excited by high harmonics.? 


ACKNOWLEDGMENT 


The authors express their sincerest thanks to Professor F. W. 
Grover of Union College for his kind interest, aid, and corrections in 
this work. | 


8 V. J. Bashenoff, U.S.S. R. Patent No. 28,551. 


аео < e — 


Proceedings of the Institute of Radio Engineers 
May, 1936 


Volume 24, Number 5 


A STUDY OF THE ELECTROMAGNETIC FIELD IN 
THE VICINITY OF A RADIATOR* 
Bv | 
F. R. STANSEL : 
(Bell Telephone Laboratories, Inc., Whippany, New Jersey) D 
Summary—The complete equations for the electromagnetic field of an in- 
finitesimal current element are given. The integration of these equations is considered 


for the case of a finite radiator having an empirical. current distribution. Tables are 
included to facilitate computation and consideration is given to difference in phase 


of the current in various portions of the radiator. 


i 
1 


ROBLEMS in radio engineering involving the radiation and 
propagation of electromagnetic waves are frequently solved by 


k the use of approximate expressions for the electromagnetic field 
which are, in general, not valid in a region less than one wave length 


Fig. 1—Co-ordinate system. 


3y 


from the radiator. When it becomes necessary to compute the electro- 
magnetic field in the vicinity of the radiator, more generalized equa- 
tions for the electromagnetic field must be employed. 

. * Decimal classification: R111.2. Original manuscript received by the In- 
stitute, June 26, 1935; revised manuscript received by the Institute, February 


14, 1936. 
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These generalized equations may be derived by use of the Lorentz 
retarded vector and scalar potentials. Assuming a radiating element 
of infinitesimal length dl carrying a sinusoidal current of the form J 
sin wt located at the center of the co-ordinate system shown in Fig. 1, 
the complete equations for the electromagnetic field at any point are’ 


d di ; 
e, = 376.76 — PU 0[A. cos wt + B sin et] (1) 
Я 
Id. | 
e = 188.38 — m 0[С cos wt + D sin et] (2) 
I di | 
H, = TE sin [F cos wt + G sin ot] (3) 
r 


in which the factors, A, B, C, D, F, and G are defined as follows: 
А = — B sin а — В? cosa 
В = В cos o — В? sine 
С = (1 — В) cosa — £ sin а 


D = (1 — 8?) sina + 8 cose 0 
Г = cos & —Bsina 
С = sin a + 8 cosa 
and, 
a = 1/8 = 2тт/\. (5) 


The above equations are expressed in the ohm-volt-centimeter- 
second system of units. In this system the electric field intensity is 
expressed in volts per centimeter and the magnetic field intensity in 
amperes per centimeter. 

The computation of the field near a finite radiator is generally sim- 
plified by transforming (1), (2), and (3) to a cylihdrieal co-ordinate 
system. These equations may be still further generalized by assuming 
that the current has a phase angle; that is, that the current is of the 
form I sin (wt— y). When these assumptions are introduced the gen- 
eralized radiation equations become 


Idi 
a= y sin 20|F, cos wt + F» sin et] | (6) 


_ бее Page and Adams, “Principles of Electricity,” Chap. XVI; J. A. Flem- 
ing, “Principles of Electric Wave Telegraphy and Telephony,” Chap. V; and 
G. W. Pierce, “Electric Oscillations and Electric Waves, ” Book II, Chap. VIII. 
See also the articles listed under reference No. 1 of Bibliography. 
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Idi А 

E als + F, cos 20) cos wt + (Fa + Fe cos 20) sinet] (7) 
À 
Tal 

H = E sin 6[F; cos wt + Fe sin et]. (8) 


Here e; is the electric field component perpendicular to and di- 
rected away from the current element and єг is the electric field compo- 
nent parallel to and in the same direction as the current element. H is 
the magnetic field component previously expressed by (3). 

The functions F, through Г; are defined as 


MEE 

F, = 94.192 —[eos à — 38(sin 6 + 8 cos 4) | 
x 
À . 

Fy = 94.192 — [sin 6 + 38(cos à — £ sin ô)] 
ў 


À . 
Fs = 94.192 —[— cos 6 — B(sin 6 + B cos ô)] 


y 


Y (9) 
F, = 94.192 —[— sin 6 + B(cos ô — В sin à)] 
ў 
À . 
15 = — (cos 6 — B sin ô) 
2r 
A 
Fs = — (sin 6 + B cos ô) 
2r 
in which, 
6=a+y. (10) 


These six quantities are functions only of the distance from the 
radiator and the phase shift of the exciting current, and are tabulated 
in Tables I through VI for phase shifts up to 180 degrees. For greater 
phase shifts these tables may be extended by the relation 


F.(r, v + 180°) = — F,(r, y). (11) 


The electromagnetic field of a radiator of finite dimensions is ob- 
tained by summing the effects of the infinitesimal elements of which 
the radiator may be assumed to be composed.? If the distribution of 
the current along the radiator can be expressed mathematically, the 
field components can be expressed in terms of definite integrals. These 

2 If the radiator is near the ground, reflection from the ground must also be 
taken into account. This is usually done by introducing an electric image. See 


Terman, “Radio Engineering,” page 497. See also references Nos. 1 and 3 of 
bibliography for the case in which the ground is an imperfect conductor. 
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may be integrated by the usual methods or may be evaluated by the 
use of integral functions whose values have been tabulated.’ 

An alternative method is to- integrate graphically. This method is 
specially advantageous when the eurrent distribution does not follow 
a simple mathematical form or is given in the form of an empirical 
curve. The labor in a computation of this type may be shortened by 
use of Tables I through VI. The following example shows the applica- 
tion of this method. 

Example. Given a half wave length dipole. The current distribu- 
tion along this radiator is assumed to follow a sine wave having a value 
Т, at the current loop (that is, £— Г, sin 2z1/A sin wt). Find the беја 
components on the perpendicular bisector at a distance of one-half 
wave length from the dipole. 

From the symmetry of the problem it is apparent that there is no 
є; component at this point. The increments of this component contrib- 
uted by the upper half of the radiator exactly cancel the increments con- 
tributed by the lower half due to the reversal in the sign of sin 20in (6). 

The electric component parallel to the radiator, that is є, is equal 
to the sum of two integrals; viz, ; 


1 l=)/2 
а] I[F’s + Fy cos 20] 41 cos wt 
0 


1=\/2 

E I [F4 + F: cos 20 |41 sin wt. (12) 
0 
'To evaluate the first of these integrals take a number of points 
along the dipole (it will facilitate the later application of Simpson's 
rule if an odd number of points including the two extremities are 
taken) and at these points compute the value of I, r, 0, cos 20. Read 
the values of F, and F; from Tables I and III. As the current is in phase 
throughout this radiator the valucs used are those in the y —0 column. 

The values of these quantities are 


1 1 r 0 cos 20 1, Tic 

[DS 0 0.559. 116°34' —0.6000 — 69.6 186 
0.05) 0.309 Io 0.537) 111°48/ —0.7242 — 82.7 197 
0.10) 0.588 Io 0.521 106242 —0.8349 —106 3 
0.15) 0.809 I. 0.5092 101?19' —0.9230 —121 206 
0.20 0.951 I: 0. 502A 95943, —0.9802 —128 207 
0.25) Ii 0.500 90°00’ —1.0000 —131 207 
0.30 0.951 Io 0.502 84°17" —0.9802 —128 207 
0.35) 0.809 Io 0.509) 78°41! —0.9230 —121 206 
0.40) 0.588 Ie 9.521) 73°18" —0.8349 —106 203 
0.45 0.309 Io 0.537) 68°12” —0.7242 — 82.7 197 
0.50) 0 0.559 63°26’ —0.6000 — 69.6 186 


‚ * The most important of these functions are the sine-integral [Si(x)] and 
cosine-integral [Ci(z)] functions. For an example of their use see S. Ballantine, 
On radiation resistance of a simple vertical antenna at wavelength below the 
fundamental,” Proc. I.R.E., vol. 12, pp. 823-832; December, (1924). For tables 
of these functions sce references Nos. 8 through 10 of the bibliography. 
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Next compute the value of 
I(F3 + Г, cos 20) 


at each point on the dipole and plot the expressions as a function of 
the distance along the dipole as shown in Fig. 2. The value of the 
integral 


l=)/2 
f I[F; + F cos 20]dl 
0 


is the area under this curve between the abscissas 0 and 2/2, or the 
shaded area in Fig. 2. 
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Fig. 2—Example of computation of the field by graphical integration. 


This area is then evaluated by means of Simpson’s rule, or any 
other suitable method. In this case the area, and hence the value of 
the integral, is 99.9 p/n. 

The second integral in (12) is evaluated in a like manner and the 
final result for e obtained as 


I I 
e(volts per em) — 99.9 E. cos ot + 38.9 m sin ot. 


In a like manner the magnetic field components may be evaluated. 
They are 


I 1 
H(amps per em) = — 0.301 = cos wi — 0.1140 — sin o. 
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^ 0 18° 36° 54° 72° 90° 108° 126° 144° 162° 180° 
0.05 | —58230 —55380 —47100 —34220 —17990 3.985 18000 34230 47110 55380 58230 
0.10 | —7673 —7292 —6198 —4497 —2856 15.81 2385 4522 6216 7302 7673 

0.15 | —2495 —2362 — 1999 —1440 —139.6 32.80 802.0 1493 2087 2383 2495 

0.20 | —1200 —1124 —938.4 —660.5 —318.0 55.59 423.8 750.5 1004 1159 1200 

0.25 —119.6 —659.2 —534.3 —357 .2 —145.0 81.33 299.7 488.7 630.0 709.5 719.6 

0.30 —490.3 —433.0 —333.3 —200.9 —48.87 107.9 254.2 375.5 460.1 499.7 490.3 

0.40 | —265.2 —904.4 —123.6 —30.73 65.19 154.7 229.1 281.1 305.5 300.1 265.2 

0.50 —131.1 —59.69 —0.3408 68.46 130.6 179.9 211.6 222.6 211.8 180.1 131.1 

0.60 —96.77 28.97 80.54 194.9 157.1 178.9 173.6 156.4 123.8 79.18 26.77 

0.70 52.38 91.78 121.9 141.1 145.9 136.5 113.7 79.76 38.03 —1.295 —52.38 

0.80 98.90 117.8 125.2 120.4 103.8 76.96 42.64 4.136 —34.77 —70.27 —98.90 

0.90 109.4 107.4 94.84 73.04 44.09 10.83 —23 .50 —55.52 —82.11 —100.7 —109.4 

1.0 $7.03 68.88 43.98 14.77 —15.88 —44.97 —69.67 —87.54 —96.85 —96.67 —87.08 

1.2 —6.727 —31.23 —52.68 —68.97 —78.51 —80.36 —74.35 —61.06 —41.79 —18.44 6.727 

1.4 —65.81 —68.60 —64.67 —54.42 —38.83 —19.45 1.838 22.95 41.81 56.58 65.81 

1.6 —35.89 —19.36 —0.9440 17.57 34.36 47.79 56.54 59.76 57.12 48.90 35.89 

1.8 28.99 41.27 49.50 52.89 51.10 44.31 33.18 18.81 2.590 —13.88 —28.99 

2.0 46.20 40.47 30.77 18.06 3.584 —11.24 —24.97 —36 .25 —43.99 —47.41 —46.20 

2.5 —37.22 —33.17 —25.88 —16.06 —4.658 7.196 18.34 27.70 34.34 37.62 37.22 

3.0 31.13 28.06 22.31 14.26 4.868 —4.997 —14.37 —22.34 —28.12 —31.15 —31.18 

Note: The values of їп Tables I through VI are the phase shift at intervals 0.05) along a radiator. 
TABLE II—F: 

-__——————————————=————— кекек ——MM— M M—————————— —e 
i A 
` 0 18° 36° 54° 72° 90? 108? 126? 144? 162? 180? 

0.05 -—3.985 —18000 —34230 —47110 — 55380 — 58230 — 55380 —47100 —34220 —17990 3.985 

0.10 —15.81 —2385 —4522 —6216 —7302 —7673 —7292 —6198 —4497 —2356 15.31 

0.15 —32.80 —802.0 —1493 —2037 —2382 —2495 —2362 —1999 —1440 —139.6 32.80 

0.20 — 55.59 —432.8 —750.7^ — 1004 —1159 —1200 —1124 —938.4 —660.5 —318.0 55.59 

0.25 —81.33 —299.7 —488.7 —630.0 —709.5 —119.6 —659.2 — 534.3 —357.2 — 145.0 81.38 

0.30 —107.9 —254.2 —375.5 —460.1 —499.7 —490.3 —433.0 —333.3 —200.9 —48.87 107.9 

0.40 —154.7 —229.1 —281.1 —305.5 —300.1 —265.2 —204.4 —123.6 —30.73 65.19 154.7 

0.50 —179.9 —211.6 —222.6 —211.8 —180.1 —131.1 —59.69 —0.3408 68.46 130.6 179.9 

0.60 —173.9 —173.6 —156.4 —123.8 —79.18 —26.77 28.27 80.54 124.9 157.1 173.9 

0.70 — 136.5 — 118.7 —79.76 —38 .03 1.295 52.38 91.78 121.9 141.1 145.9 136.5 

0.80 —76.96 —42.64 —4.136 34.77 70.27 98.90 117.8 125.2 120.4 103.8 76.96 

0.90 —10.83 23.50 55.52 82.11 100.7 109.4 107.4 94.84 73.04 14.09 10.83 

1.0 44.97 69.67 87.54 96.85 96.67 87.03 68.38 13.98 14.77 —15.88 —44.97 

1.2 80.36 74.35 61.06 41.79 18.44 —6.727 —31.23 —52.68 —68.97 —78.51 —80.36 

1.4 19.45 —1.838 —22.95 —41.81 —56.58 —65.81 —68.60 — 64.67 —54.42 —38.83 —19.45 

1.6 —47.49 56.54 —59.76 —57.12 —48.90 —35.89 —19.36 —0.9440 17.97 34.36 47.79 

1.8 —44.31 —33.18 —18.81 —2.590 13.88 28.99 41.27 49.50 52.89 51.10 44.31 

2.0 11.24 24.97 36.25 43.99 ‚ 47.41 46.20 40.47 30.77 18.06 3.584 —11.24 

2.5 —7.196 —18.34 —27.70 —34.34 — 37.62 —37.22 —33.17 —25.88 —16.06 —4.658 7.196 

3.0 4.997 14.37 22.34 28.12 31.15 31.13 28.06 22.31 14.26 4.868 —4.997 


TABLE I—F, 


Y 
" 
X 0 189 36° 54? 72° 90° 108° 126° 144° 162° 180° 
= —20490 —17180 —12180 —5996 777.5 7475 13440 18090 20970 21800 
oana 2504 23100 —9454 —1499 —397.4 743.3 1811 2659 3328 3628 3574 
0.15 | —1324 —1046 —666.5 —221.2 245.6 688.3 1064 1335 1475 1472 1324 
0.20| —8594.1 —374.8 —118.9 148.9 402.0 615.7 769.2 847.4 842.6 755.3 594.1 
0.25] —239.9 —64.50 117.2 287.4 429.4 529.5 877.7 569.3 505.3 391.7 239.9 
0.30] —34.08 40.22 227.6 331.2 402.3 434.1 423.4 371.2 282.7 106.6 34.08 
0.40 165.6 230.5 272.8 288.4 275.7 236.1 173.4 ' 93.69 4.821 —84.52 —165.6 
0.50 207.5 215.8 203.1 170.5 121.1 59.90 —7 083 —73.43 —132.6 —179.1 —207.5 
0.60 160.4 101.7 91.53 41.64 —12.32 —65.08 —111.5 —146.9 —168.0 —172.7 —160.4 
0.70 72.90 30.59 —14:63 —58.43 —96.51 —125.1 —141.5 —144.0 —132.5 —107.9 —72.90 
0:80}  —180.55 —82.99 —85.26 —109.2 —122.4 —123.6 —112.8 —90.90 —60.10 —23.42 —15.55 
0.90| —76.44 —96.93 —107.9 —108.4 —98.20 —78.41 —50.95 —18.51 15.75 48.47 76.44 
1.0 —96.58 —96.48 —86.94 —68.90 —44.10 —14.99 15.59 44.04 69.32 87.22 96.58 
1.2 —34.58 —10.41 14.78 38.53 58.50 72.75 79.87 79.18 70.74 55.37 34.58 
1.4 50.64 62.45 68.15 07.18 59.63 46.25 28.33 7.648 —13.79 —33.87 —50.64 
1.6 51.54 39.08 23.94 5.856 —12.80 —30.21 —44.66 —54.73 —59.45 —58.35 —51.54 
1.8 —11.90 —27.26 —39.95 —48.73 —52.74 —51.86 —45.39 —34.74 —20.70 —4.627 11.90 
2.0 —47.39 —46.23 —40.55 —30.89 —18.21 —3.748 11.08 24.83 36.14 43.99 47.39 
2.5 37.83 36.72 32.01 24.18 13.97 2.399 —9.409 —20.30 —29.19 —35.24 —37.83 
3.0 —31.49 —30.46 —26.43 —19.85 —11:31 —1.606 8.145 17.16 24.49 29.43 31.49 
icf e secs iln Lene rero II „шиш ы ыры ausi а ЕЕ НЕНЫ А аА ЕБИ бауны dle = уб ст... t. 


Е 


онн оооооооооооо 


DNOWAAWOE 


TABLE III—Fs 


1 
> 
e 
ж 
а С 
оо 


y 
18? 36° 54? 72° 90? 108? 126° 144° 162° 180° 
—7475 —13440 —18090 — 20970 —21800 —20490 —17180 —12180 —5996 777.5 
—1811 —2659 —3328 —3628 —3574 —3169 —2454 — 1499 —397.4 743.3 
— 1064 —1335 —1475 —1472 —1324 —1046 —666.5 —221.2 245.6 688.3 
—769.2 —847.4 —842.6 —755.3 — 594.1 —374.8 —118.9 148.9 402.0 615.7 
577.7 — 569.3 — 505.3 —391.7 —239.9 —64.50 117.2 287.4 429.4 529.5 
—423.4 —371.2 —282.7 —106.6 —34.08 40.22 227.6 331.2 402.3 434.1 
— 173.4 — 93.69 —4.821 84.52 165.6 230.5 272.8 288.4 275.7 236.1 
7.083 73.48 132.6 179.1 207.5 215.8 203.1 170.5 121.1 59.96 
111.5 140.9 168.0 172.7 160.4 101.7 91.53 41.64 —12.32 —65.08 
141.5 144.0 132.5 107.9 72.90 30.59 —14.63 —58.43 —96.51 —125.1 
112.8 90.90 60.10 23.42 —15.55 —52.99 —85.26 —109.2 —122.4 —123.6 
50.95 18.51 —15.75 —48.47 —76.44 —96.93 —107.9 —108.4 —98.20 —78.41 
—15.59 —44.64 —69 .32 —87.22 —96.58 —96.48 —86.94 —68.90 —44.10 —14.99 
—79.87- —79.18 —70.74 —55.37 —34.58 —10.41 14.78 38.53 58.50 72.75 
—28.33 —7.048 13.79 33.87 50.64 62.45 68.15 67.18 59.63 46.25 
44.66 54.73 59.45 58.35 51.54 39.68 23.94 5.856 —12.80 —30.21 
45.39 34.74 20.70 4.627 —11.90 —27.26 —39.95 —48.73 — 52.74 — 51.86 
—11.08 — 24.83 —36.14 —43.92 —47.39 —46.23 —40.55 —30.89 —18.21 —3.748 
9.409 20.30 29.19 35.24 37.83 36.72 32.01 24.18 13.97 2.399 
—8.145 —17.16 —24.49 —29.43 —31.49 —30.46 —26.43 —19.85 —11.31 —1.666 


TABLE УЕ, 


T 
à 0 18° 36° 54° 72° 90° 108° 126° 144° 162° 180° 
0.05 —0.3258 —10.62 —19.87 —27.18 —31.83 — 33.36 —31.63 —26.80 —19.35 —10.00 0.3258 
0. 10 —0.6325 —3.499 —6.023 —7.958 —9.114 —9.377 —8.723 —7.214 — 5.000 —2.296 0.6325 
0.15 —0.9019 —2.334 —3.537 —4.394 —4.821 —4.776 —4.963 —3.333 —2.077 —0.6179 0.9019 
0.20 —1.120 —1.989 —2.665 —3.079 —3.192 —2.992 —2.500 —1.763 —0.8532 0. 1400 1.120 
0.25 —1.273 —1.829 —2.206 —2.366 —2.296 —2.000 —1.509 —0.8696 —0.1455 0.5929 1.273 
0.30 —1.356 —1.695 —1.868 —1.858 —1.667 —1.312 —0.8286 —0.2643 0.3259 0.8842 1.356 
0.4 —1.304 —1.343 —1.250 —1.035 —0.7189 —0.3324 0.08675 0.4974 0.8593 1.137 1.304 
0.50 —1.000 —0.8527 —0.6219 —0.3303 —0.006288 0.3183 0.6118 0.8453 0.9961 1.049 1.000 
0.60 —0.5443 | —0.3234 —0.04728 0.2299 0.4865 0.6687 0.8363 0.8609 0.8667 0.7532 0.5443 
0.70 —0.06627 0.1624 0.3752 0.5512 0.6733 0.7312 0.7143 0.6291 0.4824 0.2885 0.06627 
0.80 0.3114 0.4680 0.5787 0.6328 0.6250 0.5560 0.4325 0.2668 0.07488 —0.1243 —0.3114 
0.90 0.5072 0.5587 0.5556 0.4901 0.3917 0.2471 0.07241 —0.09824 —0.2651 —0.4060 —0.5072 
1.0 0.5000 0.4509 0.3577 0.2295 0.07882 —0.07958 —0.2302 —0.3583 —0.4513 —0.5001 —0.5000 
1.2 0.07620 —0.05526 —0.1813 —0.2896 —0.3696 —0.4134 —0.4167 —0.3792 —0.3042 —0.2002 —0.07620 
1.4 —0.3128 —0.3529 —0.3571 —0.3271 —0.2651 —0.1771 —0.07175 0.04060 0.1490 0.2428 0.3128 
1.6 —0.2346 —0.1585 —0.06701 0.03109 0.1261 0.2088 0.2711 0.3068 0.3125 0.2876 0.2346 
1.8 0.1092 0.1831 0.2392 0.2718 0.2778 0.2566 0.2103 0.1434 0.06248 —0.02456 | —0.1092 
2.0 0.2500 0.2316 0.1906 0.1309 0.05834 —0.01989 —0.09618 —0.1630 —0.2139 —0.2441 —0.2500 
2.5 —0.2000 —0.1863 —0.1543 —0.1073 —0.04969 0.01273 0.07391 . 0.1279 0.1693 0.1941 0.2000 
3.0 0.1667 0.1558 0.1297 0.09081 0.04309 —0.008842 —0.05991 —0.1032 —0.1400 —0.1612 —0.1667 


r v 

` 0 18° 36° 54° 72° 90° 108° 126° 144° 162° 180° 
0.05 : 33.36 31.63 26.80 19.35 10.00 —0.3258 —10.62 —19.87 —27.18 —31.83 —33.36 
0.10 9.377 8.723 7.214 5.000 2.296 —0.6325 —3.499 —6.023 —7.958 —9.114 —9.377 
0.18 4.776 4,263 3.333 2.077 0.6179 —0.9019 —2.334 —3.537 —4.394 —4.821 —4.776 
0.20 2.992 2.500 1.783 0.8532 —0.1400 —1.120 —1.989 —2.665 —3.079 —3.192 —2.992 
0.25 2.000 1.509 0.8696 0.1455 —0. 5929 —1.273 —1.829 —2.206 —2.366 —2.296 —2.000 
0.30 1.312 0.8286 0.2643 —0.3259 —0.8842 —1.356 —1.695 —1.868 —1.858 —1.567 —1.312 
0.40 0.3324 —0.08675 —0.4974 —0.8593 —1.137 —1.304 —1.343 —1.250 —1.035 —0.7189 —0.3324 
0.50 —0.3183 —0.6118 —0.8453 —0.9961 —1.049 —1.000 —0.8527 —0.6219 —0.3303 —0.006288 0.3183 
0.60 —0.6687 —0.8363 —0.8609 —0.8667 —0.7532 —0.5443 —0.3234 —0.04728 0.2299 0.4865 0.6687 
0.70 —0.7312 —0.7143 —0.6291 —0.4824 —0.2885 —0.06627 0.1624 0.3752 0.5512 0.6733 0.7312 
0.80 —0.5560 —0.4325 —0.2668 —0.07488 0.1243 0.3114 0.4680 0.5787 0.6328 0.6250 0.5560 
0.90 —0.2471 —0.07241 0.09824 0.2651 0.4060 0.5072 0.5587 0.5556 0.4901 0.3917 0.2471 
1.0 0.07958 0.2302 0.3583 0.4513 0.5001 0.5000 0.4509 0.3577 0.2295 0.07882 —0.07958 
1.2 0.4134 0.4167 0.3792 0.3042 0.2002 0.07620 —0.05526 —0.1813 —0.2896 —0.3696 —0.4134 
1.4 0.1771 0.07175 —0.04060 —0.1490 —0.2428 —0.3128 —0.3522 —0.3571 —0.3271 —0.2651 —0.1771 
1.6 —0.2088 —0.2711 —0.3068 —0.3125 —0.2876 —0.2346 —0.1585 —0.06701 0.03109 0.1261 0.2088 
1.8 —0.2566 —0.2103 —0.1434 —0.06248 0.02456 0.1092 0.1831 0.2392 0.2718 0.2778 0.2566 
2.0 0.01989 0.09618 0.1630 0.2139 0.2441 0.2500 0.2316 0.1906 0.1309 0.05834 —0.01989 
2.5 —0.01273 —0.07391 —0.1279 —0.1693 —0.1941 —0.2000 —0.1863 —0.1543 —0.1073 —0.04969 0.01273 
3.0 0.008842 0.05991 0.1032 0.1400 0.1612 0.1667 0.1558 0.1297 |- 0.09081 0.04309 —0.008842 
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“Your Invention—How to Protect and Merchandise It," by Elmore D. Lyford, 
210 Pages. Radio and Technical Publishing Company, 45 Astor Place, New 
York City, 1935. Price $1.50. 


This book is written primarily to meet the needs of the experimenter and 
inventor who, when he considers applying for a patent in the United States, finds 
himself on unfamiliar ground. 

The book is divided into five parts. Part 1 outlines the nature of a patentable 
invention and its relation to the prior art according to whether the invention is 
basic or is an improvement on other inventions. The procedure for applying for 
a patent is treated in some detail including the preliminary search; the prepara- 
tion of the specification, drawings, and claims; the patent office action; and the 
probable cost of obtaining a simple patent. Interferences are discussed and the 
importance of recording the conception of an idea and showing diligence in fol- 
lowing it up is emphasized. The question of patent agreements between employer 
and employees and the rights of each under varied conditions are mentioned. 
Adviee is given concerning the selection of an attorney and the avoidance of cer- 
tain classes of mail order attorneys. 

Part 2 is concerned with the exploitation of the invention. It is shown that 
certain types of inventions are obviously most readily exploited by existing 
manufacturers or businesses in the particular field of the invention, while other 
inventions may be suitable for special exploitation. In the former event, advice 
is given for locating the most likely prospects and the questions of licenses, royal- 
ties, and promoter's fees are discussed with an indication as to how these matters 
are usually evaluated. 

In case the invention is of such nature that it can be exploited on its own 
merits, suggestions are given as to how and where capital can be raised and ad- 
vice is given as to the usual terms drawn up between the inventor and his finan- 
cial backers. 

This section also discusses briefly the question of foreign patents and shows 
a condensed summary of the patent laws of various foreign countries which in- 
cludes the maximum term of the grant, whether the patents are taxed, and how 
soon the exclusive rights are lost if not used. А 

Information is also given concerning design patents. 

Parts 3 and 4 discuss trade-marks and copyrights pointing out the similari- 
ties and differences as compared to patents. Information is given as to the pro- 
cedure and cost of obtaining trade-marks and copyrights. 

Part 5 contains & list of twenty-four suggested legal forms for petitions, 
oaths, assign ments, ete. It also contains several pages of extracts from the patent 
laws of the United States. 

The major sections are written in nontenchnical language but give a fairly 
comprehensive and accurate picture of the more important features of patent 
law. 

*H. IT. Beveraan 

* RGA. Communications, Inc., New York City. 
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“Perpetual Trouble Shooter's Manual— Volume VI," by John F. Rider, 1240 
pages. Sold with booklet "Complete Index for Perpetual Trouble Shooter's 
Manuals, Volumes I, II, III, IV, V, and VI." Published by John F. Rider, 
1440 Broadway, N.Y.C. Price $7.50. 


This volume continues the loose-leaf series which has been published by the 
same author for the last few years. This'series has become the leading source of 
circuit information and related data in the field of radio receiver servicing. The 
enormous amount of information in the volume may be seen from the fact that 
it contains 1240 S x 11-inch pages, presenting data on the products of more than 
one hundred manufacturers. The arrangement is alphabetical by manufacturers. 

The information given comprises circuits of the various models supple- 
mented by more or less additional data, such as mechanical layout diagrams 
voltage readings, resistance values, alignment instructions and parts lists. In 
addition, there are instructions for the installation of automobile sets, ара for 
the servicing of special equipment such as phonograph combinations, record 
changers and self-tuning receivers. 

This volume gives the best available technical picture of the broadcast re- 
ceiving art at the present time. It is therefore a valuable reference wherever the 
current practices in the broadcast receiver field are of interest. On account of the 
rapid development which has taken place in this field, it is likely that designers 
of receivers for other purposes may obtain valuable suggestions from broadcast 
receiver practice. It is well, however, not to rely on the merit of all the designs 
in the book, because poor as well as good design practice is exemplified in the 
various models of the various manufacturers. 

Wherever information on present designs of broadcast receivers is desired, 
the present volume is to be recommended. This is especiallv so if the existing 
wide range of variation is of interest. 

iC. E. Dean 


ії Hazeltine Service Laboratories, Bayside, L.L, N.Y. 
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*Perpetual Trouble Shooter's Manual—Volume VI," by John F. Rider, 1240 
pages. Sold with booklet *Complete Index for Perpetual Trouble Shooter's 
Manuals, Volumes I, II, III, IV, V, and VI." Published by John F. Rider, 
1440 Broadway, N.Y.C. Price $7.50. 


This volume continues the loose-leaf series which has been published by the 


same author for the last few years. This'series has become the leading source of 
circuit information and related data in the field of radio receiver servicing. The 
enormous amount of information in the volume may be seen from the fact that 
it contains 1240 8 x 11-inch pages, presenting data on the products of more than 
one hundred manufacturers. The arrangement is alphabetical by manufacturers. 

The information given comprises circuits of the various models supple- 
mented by more or less additional data, such as mechanical layout diagrams 
voltage readings, resistance values, alignment instructions and parts lists. In 
addition, there are instructions for the installation of automobile sets, ара for 
the servicing of special equipment such as phonograph combinations, record 
changers and self-tuning receivers. 

This volume gives the best available technical picture of the broadcast re- 
ceiving art at the present time. It is therefore a valuable reference wherever the 
current practices in the broadcast receiver field are of interest. On account of the 
rapid development which has taken place in this field, it is likely that designers 
of receivers for other purposes may obtain valuable suggestions from broadcast 
receiver practice. It is well, however, not to rely on the merit of all the designs 
in the book, because poor as well as good design practice is exemplified in the 
various models of the various manufacturers. 

Wherever information on present designs of broadcast receivers is desired, 
the present volume is to be recommended. This is especially so if the existing 
wide range of variation is of interest. | 

1С. E. DEAN 


1 Hazeltine Service Laboratories, Bayside, L.I., N.Y. 
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You can reach me by telephone 
; you say it casually, but 
there is assurance in your voice. 
For you can depend on tele- 
phone service. You call a num: 
ber and a voice answers—across 
the street or à continent. It’s so 
easy to do — you have been doing 
it for years. Use has dimmed the 
wonder of the telephone. 

Yet the wonder grows—there 
is no ending to telephone prog 
ress. Service is quicker, clearer 
and more accurale. Improve- 
ments are made each year. 


BELL 


TELEPHONE 


Things once thought impossible 
are now accomplished fact. To- 
morrow will sec still greater 
achievement. 

That is the pioneering spirit 
of American enterprise. Ameri- 
can initialive and American те- 
sourcefulness have given this 
country the best telephone ser- 
vice in the world. 

Obviously this did not just 
happen. It has been brought 
about by the development © 
the Bell System over the past 
half-century. 


SYSTEM 
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[4 ut ally helpful. 


ERFORMANCE, їп the final 

analysis, is the true measure of 
condenser values. That is why AERO. 
VOX prefers to be judged purely on 
the service records of its millions of 
condensers in daily use, serving in 
countless radio, electronic and indus- 
trial functions. There can be no better 


salesman than the satisfied user. 


Ф Electrolytics ... in metal-can, cardboard-case 
and tubular types, providing maximum capaci- 
ty in minimum bulk. 


e Paper . . . ranging from inexpensive tubulars 
to metal-case units with one or more sections 
of any voltage and capacity. 


e Mica . . . from tiny “postage-stamp”? molded 
bakelite units for receiving circuits to metal- 
case high-voltage transmitting condensers. 


o Oil . . . for filling as well as impregnation, 
and used іг small vibrator units as well as 
large transmitting condensers. 


e 


1 Either at the Eleventh 
See Us! Annual LR.E. Con- 


vention in Cleveland, at your own office, 
or in our plant where the latchstring is al- 
ways out. We would like to show you our 
plant so you may draw your own con- 
clusions. 


AEROVOX CORPORATION 


71 WASHINGTON STREET, BROOKLYN, N. Y. 


Sales Offices in All Principal Cities 


When writing to advertisers mention of the PmocrEDINGS will be mutually helpful. 
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and RESISTORS 


EROVOX Resistors, too, must be 
judged by their performance 
records. For this complementary line 
of components was developed solely 
with the thought of matching the repu- 
tation already gained by AEROVOX 
Condensers. After all, the radio or al- 
lied circuit depends largely on proper 
capacitance and resistance values. 


Hence the dual AEROVOX contribu- 


tion. 


5 Slideohms . . . wire-wound vitreous- 

enameled units with sliding contact band 

locking at any resistance value within 
range. 


е Pyrohm . . . wire-wound vitreous enameled 
units in wide variety of wattage ratings 
and resistance values. 


e Pyrohm Jr. . . . popular, handy, inexpen- 
sive wire-wound vitreous-enameled resis- 
tors in 5, 10, 15 and 20 watt ratings for 

big jobs in tight places. 


е Carbons . . . a new and improved type 
for low-wattage yet accurate resistance 
values, in 1/3, 1/2 and 1 watt ratings, 


color coded and resistance stamped. 


e 


Y r 1 te U S { Do not hesitate to 


send your capaci- 
tance and resistance problems for our en- 
gineering aid and quotations. And be sure 
to have our latest catalog, covering the 
complete condenser and resistor line, on 
hand. Copy on request. 


AEROVOX CORPORATION 


71 WASHINGTON STREET, BROOKLYN, N. Y. 


Soles Offices in All Principal Cities 


When writing to advertisers mention of the PRocEEDINGS will be mutually helpful. 
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The Institute of Radio Engineers 


Incorporated 
330 West 42nd Street, New York, N.Y. 

APPLICATION FOR ASSOCIATE MEMBERSHIP 
(Application forms for other grades of membership are obtainable from the 
Institute) 

To the Board of Directors 
Gentlemen: 

I hereby make application for Associate membership in the Institute of Radio 
Engineers on the basis of my training and professional experience given herewith, 
and refer to the members named below who are personally familiar with my work. 

I certify that the statements made in the record of my training and profes- 
sional experience are correct, and agree if elected, that I will be governed by the 
constitution of the Institute as long as I continue a member. Furthermore I agree 


to promote the objects of the Institute so far as shall be in my power, and if my 
membership shall be discontinued will return my membership badge. 


Sponsors: 
(Signature of references not required here) 


M od ORO neem ar Lec E dud MU cns at m Deci bete e alui. 
AddiCSS c o scutis cta do Oe a АОВ io Lees tasa AU 
City and State а ааа ааваасаа City and State o coss анн са д 
MES utm Ee MM scere А 
Address 


City and State 


.The following extracts from the Constitution govern applications for admission to the 
Institute in the Associate grade: 


ARTICLE II—MEMBERSHIP 
Sec. 1: The membership of the Institute shall consist of: * * * (c) Associates, who shall be 
entitled to all the.rights and privileges of the Institute except the right to hold any elective 
office specified in Article V. * * * 
Sec. 4: An Associate shall be not less than twenty-one years of age and shall be a person who 
is interested in and connected with the study or application of radio science or the radio arts. 


ARTICLE IJI—ADMISSION AND EXPULSIONS 
Sec.2: * * * Applicants shall give references to members of the Institute as follows: * * ® for 
the grade of Associate, to three Fellows, Members, or Associates; * * * Each application for 


admission * * * shall embody a full record of the general technical education of the appli- 
cant and of his professional career. | 


ARTICLE IV—ENTRANCE ЕЕЕ AND DUES 


Sec. 1: $6.00, Entrance fee for the Associate grade of membership is $3.00 and annual dues 
are $6.00. 


ENTRANCE FEE SHOULD ACCOMPANY APPLICATION 


+ 
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(Typewriting preferred in filling in this form) No. .......... 
RECORD OF TRAINING AND PROFESSIONAL 


EXPERIENCE 
Name ынак, кж еееы я урык КЕКЕК ШЕКЕ КЫНЫ ЫЫЫ neta tenet а 
(Give full name, last name first) 
Present Occupation .......................... tenet eee má he hh 
(Title and name of concern) 
Business Address эшиткен КЕИ eee ee cence eee teen meras nnn 
Permanent Home Address ........ UM 
Place of Birth... оа oa eS Date of Birth ............ Age ...... 
Education ice Бик XI UC AU Sted Ha Ghee Meteo eae 
Degree... 2: Deo v UE Oe EE Le E SRE E UL S Yd A Se efie RR AS 
(college) (Date received) 
TRAINING AND PROFESSIONAL EXPERIENCE 
DATES 


Record may be continued on other sheets of this size if space is insufficient. 


Receipt Acknowledged ............. Elected ............. Deferred............. 
Grade ............ Advised of Election .......... This Record Filed............ 
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oj Electrical Insulating Material 


e BRAND MICA: 


Brand India Ruby Mica is used ex- 
tensively by the leading condenser, 
transformer, test, transmitting and 
therapeutic manufacturers in the 
United States because of its con- 
sistent high quality standard, per- 
manent, unvarying mechanical and 
electrical characteristics, and un- 
failing dependability. 


e BRAND TURBO 
OIL TUBING: 


Brand Turbo Oil Tubing, introduced 
to the radio and electrical indus- 
tries fifteen years ago, has won its 
spurs as a fitting member of the 
Brand family of high quality in- 
sulating and di-electric materials, 
because of its facility in production. 
(SMOOTH INSIDE BORE), high di- 


SINCE 1920 THE 


276 FOURTH AVENUE 
NEW YORK, N.Y 


FINEST IN 


WILLIAM BRAND & COMPANY 


electric strength, constant mechan- 
ical characteristics under the most 
severe operating conditions — and 
its inexpensiveness. 


e BRAND VARNISHED 
CAMBRIC, AND PAPER: 


The careful impregnation of long- 
staple cotton yarn, in pure vege- 
table oil varnishes has made Brand 
Varnished Cambric Cloths and 
Tapes most popular among the 
radio engineers. Extremely tough 
and sturdy. it acts as the perfect 
insulator and protector for delicate 
apparatus and equipment. 

Engineers are invited to avail them- 
selves of Braud information aud 
experience before filling their re- 
quirements. Write today for com- 
plete particulars on all Brand 
di-electrics and insulators! 


INSULATION 


217 No. DESPLAINES STREET 
CHICAGO, ILL. 


When writing to advertisers mention of the PRocrEDINGS will be mutually helpful. 


The FOUNTAINHEAD 
of RESISTOR DEVELOPMENT 


Here in spacious, centrally located quarters, on the top floor of this 
huge building, is a new and greater IRC... 


With new, modern labor-saving devices and equipment . . . highly effi- 
cient and economical straightline production . . . unique facilities for re- 
search, development work, manufacturing and shipping . . . 


All in ample daylight quarters . . . all on one floor a city block long by 
half a block wide . . . all devoted exclusively to a furtherance of the work that 
has made IRC Resistors and Volume Controls famous throughout the world. 


INTERNATIONAL . 401 North Broad St. 
RESISTANCE CO. | PHILADELPHIA, PA. 


EXECUTIVE—President Ernest Searing (center); SALES— Meanwhile (left to right), W. H. 


Vice-President and General Manager Fred D. Knowles (Radio Manufacturing Division); Dan 
Williams (at left); and Chief Engineer Jesse J. Fairbanks (Jobber Division); and Harry Eble 
Marsten discuss the many new and interesting (Industrial Division) are planning [for a big 
IRC developments. year, WATCH IRC IN 1936! 


When writing to advertisers mention of the PROCEEDINGS will be mutually helpful. 
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СООР ENGINEERING PRACTICE 


QIIITTTT T 


20C wan 
BROADCAST 
TRANSMITTER 


THE COLLINS RADIO COMPANY manufactures 
every type of radio transmitting equipment. COLLINS й 
microphones, speech input systems, transmitters and 
antenna matching units are all properly coordinated to 
assure efficient and reliable performance. 

Each COLLINS broadcast transmitter installation 


meets every requirement of the Federal Communica- 30 0 C 

tions Commission in connection with "good engineering 

practice," 100/250 WATT 
BROADCAST 


Full Technical Details Covering Radio Transmitting Equipment 
Mailed on Request to Interested Broadcasters TRANSMITTER 


COLLINS RADIO COMPANY 


CEDAR RAPIDS, IOWA ж NEW YORK CITY, 11 West Forty-Second Street 
aS VIRA OODSIEEENUUNUN GM COE Ee dH ы С ы id COTES TUIS E. 
When writing to advertisers mention of the Рвосверімсз will be mutually helpful. 


XVII 


D. С. 
MILLIAMPERES 


N 
NUS 


Model 321 
0-1 D.C. 


Milliammeter 


Precision 
e Without 
Extravagance 
AT THIS 
ATTRACTIVE Insist on Triplett instruments. Here is shown but 
| one of the popular models from which you may 
ELECTRICAL 99 
INSTRU MENT Triplett electrical measuring instruments are ex- 
tremely rugged and dependable. Accuracy within 
FOR YOUR 2%. Attractive, dustproof molded cases. D.C. in- 
PANELS struments are D'Arsonval, A.C.—the moving iron 


repulsion type. 
Satisfaction proven by comparison. 


Write for Catalogue. 


TRIPLETT MANUFAC- = 

TURES a complete line of : 
all sizes and styles electrical к | 
measuring instruments for Ril LET 
radio, electrical and general i Е 
industrial purposes both stand- P са 

ard and custom built. If you ZECIALOR. 


have an electrical instrument ELECTR ICAL INSTRUM ENTS | 


problem write to TRIPLETT. 


MAIL THIS COUPON TODAY! 


Triplett Electrical Instrument Co. 
215 Harmon Drive, Bluffton, Ohio. 


Without obligation please send me 
More details on Model 321. 


New 1936 Catalogue. 


Name 

Address 

City 3 State 

When writing to advertisers mention of the PROCEEDINGS will be mutually helpful. 
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...AT CLEVELAND 


CORPORATION М OAKS- PENNA 


SHEETS • RODS * TUBES 
COIL FORMS * PANELS 
FABRICATED PARTS 


When writing to advertisers mention of the PROCEEDINGS will be mutually helpful. 
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Change in Mailing Address 
or Business Title 


Members of the Institute are asked to use this form to notify the 
Institute office of a change in their mailing address or the listing of 
their company affiliation or title. 


The Secretary 

THE INSTITUTE OF RADIO ENGINEERS 
330 West 42nd Street 

New York City 


Old Mailing Address 


Name 


(Print or type) 


Street 


City and State 


New Mailing-Address 


Street 


(Print or type) 


City and State 


New Affiliation or Title 


Title 


(Print or type) 


Company Name 


Company Address 


Signature 


Date 


The 
BRUSH DEVELOPMENT 


| COMPANY | 
ў will exhibit at its ; 
{ 4 
{ Booth at the и: 
l Cleveland Convention 
M 
: its complete line of 
' crystal operated devices 
P 
and also the products of the 
MEE 
following licensees 
} American Microphone Company R. А. Rothermel, Ltd. i 
p Astatic Microphone Laboratory, Inc. Shure Brothers à 
ў The British Thomson-Houston Со., Ltd. К 
'Thomas А. Edison, Inc. The Turner Company d | 
B. A. Proctor, Inc. Webster Electric Company И 
i E 
Р 


THE BRUSH DEVELOPMENT СО. 
East 40th St. at Perkins Ave. Cleveland, Ohio 


When writing to advertisers mention of the Procerpines will be mutually helpful. 
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THE 
VACUUM TUBE 
VOLTMETER 


ODE , LOBED 
R 


| 


| 
ZERO 
ADJUSTER 


For use in conjunction with the test oscillator for— 
l. Measuring gain per stage. 


2. Measuring r.f. amplitude in oscillator circuit of super- 
heterodynes. 


3. Checking the pre-selector or i-f. stages in superhetero- 
dynes. 


4. Checking impedance of chokes. condensers, etc., and 
other voltage measurements. 


The coupon will bring you full data . . . Weston Electrical 
Instrument Corp., 589 Frelinghuysen Ave., Newark, N. J. 


i “al 
| Weston ELECTRICAL INSTRUMENT CORPORATION, 589 Frelinghuysen Ave., Newark, New Jersey | 
Send me complete data on Weston Radio Instruments. | 
l Name i 
a Address.. m i 


When writing to advertisers mention of the PROCEEDINGS will be mutually helpful 
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a new standard of comparison 


NE month ago, the Cinaudagraph Corporation an- 
nounced the MAGIC MAGNET SPEAKER—a line 


|| of revolutionary speakers for home, auto, and centralized 


and materials—and completely competitive in price. Now, 
one month later, the news of this super-speaker has swept 
the industry. Savings in manufacturers’ production costs, 
more efficient chassis design, and elimination of many repro- 
duction difficulties are possible, on the basis of the develop- 
ments embodied in the MAGIC MAGNET -SPEAKERS. 
If you are not yet familiar with this outstanding develop- 
ment in speakers, we will be glad to send you a complete 
catalog of the MAGIC MAGNET SPEAKER 8, 10, 12 


| | 
radio applications, unbelievably new in design, construction | 
and 18 inch line. 


CINAUDAGRAPH CORPORATION 


Engineering Division—Stanford, Conn. 


When writing to advertisers mention of the Procezpincs will be mutually helpful. 
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ENGINEERING DIRECTORY 


QUARTZ CRYSTALS 


for Standard or Special 


Radio Frequency Applications 


Write for Catalog 


BLILEY ELECTRIC CO. 
230 Union Station Bldg. 
ERIE, PENNA. 


Cathode Ray Tubes 
and Associated 
Equipment For All 


Purposes 


Write for Complete 


PRACTICAL RADIO 
^. ENGINEERING 


One year Residence Course 


Combined Home Study-Residence 
Course 


Write for details 
Capitol Radio Engineering 


Institute . | | 
Washington, D.C. | 


MICROPHONE 
APPLICATIONS 


Our engineering department will co- 
operate, without obligation, in the 
selection of suitable microphones for 


standard or special applications. 


Technical Data 


ALLEN B. DUMONT 
LABORATORIES 
UPPER MONTCLAIR, N.J. 


SHURE BROTHERS 


“Microphone Headquarters? 
215 WEST HURON ST. CHICAGO, U.S.A. 


Alphabetical Index to Advertisements 
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` Aérovox Corporation 
American Tel. & Tel. Company 


Advanced Home Study Course 
: 


Brand & Company 
Brush Development Company 


Central Radio Laboratories 
Cinaudagraph Corporation 
Collins Radio Company 
Cornell-Dubilier Corporation 


Employment Page 
Engineering Directory . 
Erie Resistor Corporation 
General Radio Company 


International Resistance Company 
Institute of Radio Engineers 


RCA Manufacturing Company 


Stackpole Carbon Company 
Synthane Corporation 
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second. 
tings of , 


Омен: 
110.000 pri 


ey,” d эа 
vo CAR Pet) TN 


(9 
\" ME Service Hints on new te correct rarieus forms of receive: faitwret due to Ц 
>) inferior resisters reproduced from a national radio sarvicemen 1 Gagariee 2а 


Because Erie Resistors show exceedingly small changes 2 
from their nominal resistance values under all types of normal 
operating conditions, they can be depended on to give 
balanced trouble-free operation in standard receiver circuits. 


The booklet "CHECK EVERYTHING" tells why Erie 
Resistors are the best insurance against operating failures 
similar to those reproduced above. Write for your copy today. 


s ERIE RESISTOR 


—— CARBON RESISTORS AUTOMATIC INJECTION ^ 7 


AND SUPPRESSORS CORPORATION MOLDING 


——2À9 TORONTO ERIE. PENNSYLVANIA Fie). oN 


When writing to advertisers mention of the Proceepincs will be mutually helpful. 
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CITED FOR DISTINGUISHED 


PERFORMANCE IN THE 
RADIO INDUSTRY 


CORNELL-DUBILIER CONDENSERS 


No citation could be more impres- 
sive than the acceptance of Cor- 
nell-Dubilier condensers by the 
radio engineering fraternity. In the 
electronic field and in the field of 
physiotherapy, in broadcasting and 
in the field of high tension systems, 
in radio receivers and in special 
applications for the many phases 
of the radio engineering art, engi- 
neers have come to the realization 
that C-D condensers serve their 


purpose best. With over one billion 
units sold in twenty-six years, the 
name of Cornell-Dubilier has be- 
come a byword among radio engi- 
neers. 

To engineers assembled at the 
I. R. E. convention, we offer the 
experience of twenty-six years of 
specialization in condenser manu- 
facture. There is a Cornell-Dubilier 
condenser for your every require- 
ment—and we can give it to you! 


DYKANOL • PAPER • MICA • WET & DRY ELECTROLYTICS 


Available in the most complete capacity and voltage range. Get vour 
copy of Catalog No. 127 for broadcasting and industrial engineers. 
Visit us at the Hotel Statler in Cleveland. 


CORNELL-DUBILIER 


CORPORATION 


4379 BRONX BOULEVARD d 


NEW YORK 


When writing to advertisers mention of the PROCEEDINGS will be mutualla helpful. 
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The New 


RCA 
REVIEW 


A Quarterly Journal 
of Radio Progress 


combines in one publication articles on the most sig- 
nificant technical developments in all branches of radio 
and its allied arts contributed by RCA and associated 


engineers. 
First issue out June 10 


One year (4 issues) $1.50 


* 


Published by 


RCA Institutes Technical Press 
A Department of RCA Institutes, Inc. 
75 Varick Street New York 


When writing to advertisers mention of the PROCEEDINGS will be mutually helpful, 
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With a given maximum resistance, the noise level 
of any good control will be in proportion to its 
resistor length. The longer the effective path of re- 


sistance, the lower the noise level. 
TOTAL ROTA- 


TION 330° Ro- We believe the new Centralab Midget has a lower 
tation to throw А 1 
switch 85°. o noise level than any other small control because its 
available . with resistor is 2 13/16 inches long—much longer than 
minimum, | ‘Total that of controls using the conventional flat horse- 
shoe shaped resistor. | 
| eim m | This length, so necessary for the gradual resistance 
& | Е change that gives good attenuation without noise is 
-d-i-4— ECT aei obtained by coiling a straight resistor strip on the 
| 4 EE [E inner circumference of the Bakelite case and by 
1 r | using 330° total rotation. | 
| $ |! Bux The MIDGET RADIOHM provides volume or | 
BUS | tone control in single, twin or triple assemblies, | 
m i iii t mu : as rheostat, potentiometer or with 1, 2, or 3 taps | 
| | | 20 г on resistance at choice of six different degrees of i 
|] | | Tes E LN rotation. All assemblies available with or without | 
| | сз“ | = | да: es Ф | Switch. | 
| == а we, 
| 5 HOL] CENTRALAB S^. 
| £N ay | Union Mfg. Co. 
| Y | ША Milwaukee, Wisconsin 
| | ) 
| 


— Сеп 


SWITCH DATA: 


S.P.S.T.; D.P.S.T.; S.P.D.T.; Volume Controls 


four point. S.P.S.T. switches * : 

also available with dead lug. Fixed Resistors 

S.P.S.T. Switch rating: 3 amps. Li 

125 volts; 1 amp. 250 volts; 10 Wave Change Switches 
Б Sound Projection Controls 


When writing to advertisers mention of the Proceepincs will be mutually helpful. 
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EMPLOYMENT PAGE 


ADMINISTRATIVE or executive position of responsibility 
wanted with engineering, manufacturing, or broadcasting 
organization by electrical engineer. Has university degrees 
in electrical engineering, has wide radio experience, several 
years. university teaching, is interested in publicity and busi- 
ness end as well as technical, is now and always has been 
employed, but wishes to make change. Location preferably 
"but not necessarily Canada ог England. Box No. 154, c/o 
Institute of Radio Engineers. 


B.S. in Electrical Engineering and graduate of radio school. 
Holds second class commercial radio operators license. Has 
had experience in laboratory work and in design and con- 
struction of transmitters and measuring equipment. Desires 
connection with research or design laboratory. Married. 23 
years old. Box No. 155, c/o Institute of Radio Engineers. 


B.A., 1933; B.S., 1934; and E.E., 1935 from Columbia, 
Sigma Xi and Tau Beta Pi. Experience on receiver and coil 
design and research on resistance of inductances at high 
frequencies. Has written several technical articles which were 
published. Desires research work or teaching, especially in- 
terested in coil design, high frequency electronics, frequency 
modulation and acoustics. Unmarried. 23 years old. Box 
No. 156, c/o Institute of Radio Engineers. 


A New Volume Control | 

Better Contacts ө Improved Terminals | 
Smaller Size 154 

THE Мяр General Radio Туре 653 Volume Control, used by the AL 3 

thousands in broadcast stations, moving picture studios, record- 


ing organizations and public address systems, has been redesigned _ 
to offer even greater utility for all types of mixer uses. | M 


The improved mechanical and electrical features are: rom 


All beryllium-copper contacts and switch arms—no noise—longer life. TE 


E. 
Removable-dust cover—windings never exposed when cover over.contacts is removed; 
Finger index button on knob—easy to set without looking at knob—ideal for use in — = 3 = 
darkened control booths. E 
Improved tefminals—better contact—easié? to solder to. 2 $- - 
Smaller depth—behind panel depth reduced to 2 3/16 inches—valuable space saved 3 ^ 
in portable mixers. E 
These volume controls are guaranteed to give a lifetime of useful service-.A new stock "9 
impedance-range is included: х JA 
Ф Type 653-MA— 50 ohms ...-,........ $12.50 4 
€ Туре 653-MB—200 ohms .... -........$12.50 "MB 
@ Type 653-MD—250 ohms ............. $12.50 CE 
€ Type 653-MC—500 ohms .. ..........$12.50 Р. 
Contiols for other ітредапсеѕ сап be supplied on special order d ^e 
at slightly higher prices. Order from E 


GENERAL RADIO COMPANY is 
30 STATE STREET, CAMBRIDGE, MASSACHUSETTS - A 


GEORGE BANTA PUBLISHING COMPANY, MENASHA, "WISCONSIN 


